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To Our Friends and Customers: 


We take pleasure in inviting your attention to the statement of this Bank printed below and to 
thank each one of you for your loyalty to our institution during the past four years of depression, and to 
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bring you this message of cheer and good will. 


We are firmly convinced that we are emerging from this depression and that each one of us can look forward to the fu- 
ture with confidence, and that if we use discretion and good judgment, the future holds bright prospects for us. 


It is with pride that we can boast of the fact that our Bank has taken care of each and every customer who was entitled 
to credit during this depression. 


We have not been unreasonable as to security when our customers desired to borrow money. We have not demanded 


as security for loans either cotton or Government Bonds, but have loaned money on reasonable terms and security. 


Any Bank can say “NO.” 


Any Bank can lend money during good times, but not many are able to see 
the necessity of lending money during times of depression. 


WE INVITE YOUR ACCOUNT ON THE FOLLOWING TWO STATEMENTS OF FACTS: 


First. 


Second. 


999900400940044009904044 00909eneeensenisetieiiiet osoeeesnes soneeseeeseeeeeseeesoosososoosesessossseseesessoeeseees 
Ssesssessssssstessessssesesasseeseeesesesessseeeseeessseseeeseseeesssee seeseseseses sees esesseseseseseetttetteet ists testi tsar tsetse terre eee teeter terest ieee este e eee ee 


Our Bank has been and is conservative enough to lend its funds with enough care to make it 


ABSOLUTELY SAFE. 


Our Bank has been and is progressive enough to lend its funds for the upbuilding of the terri- 
tory in which it is located. 
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Do you not think a bank conducted along these lines is the kind of bank you should do business with? 


We Do Not Buy Cotton. 
We Do Not Lend Money On Automobiles. 
We Do Not Lend Money On Speculative Stocks or Bonds. 


WE WILL APPRECIATE YOUR ACCOUNT 


oe 


STATEMENT OF CONDITION 


as of 


SEPTEMBER 28, 1933 
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RESOURCES LIABILITIES 
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The First National Bank Of Opp 


_ OPP, ALABAMA 


R. B. McDAVID, Vice President G. C. PIERCE, Vice President 
W. B. BENTON, Cashier R. C. WOODHAM, Assistant Cashier 
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C. W. MIZELL, President 
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$3 To $11 Pe 
Be Paid On 


Land, Next Year’s Plan 


WASHINGTON. 
ers will be paid ventuls of trom $u 
lo Sli an acre to let 
he idle next 
ment’s newest 
ming surplus 


lhe scale ot 


Cotton grow 
ihe hands 
year in the povern- 
program for tim 
farm production, 

payments wili be 
bused on the potential yields ol 
the land under the control program 
made public Saturday by the 1arn 
adjustient wdministrauon which 
25,000,000 
with 


aims to bring down to 
acres In 1LYS4d us compared 
about 41,000,000 this year, 

It Was estimated the cost would 
be about $100,000,000, This will 
be met by continuing the process 
ing tax of 4.2 cents a pound for 
another year, 

arm administrators said they 
intend to launch within two week: 
their campaign to obtain 
ments for reducing the piantings. 
The first step will be organization 
ot county 

Speed ig necessary to make the 
control campaign parallel the gov 
ernment’s program of making loans 
of 10 cents a pound on cotton held 
by farmers. The latter will be 
put into operation soon under the 


agree. 


associations of growers, 


plans approved by President Roose- | 


velt with loans being extended by 
au commodity eredit corporation to 
farmers who agree to join in next 
year’s reduction program, 

In addition to rental payments, 
producers joining in the 1984 con- 


trol plan will be paid a benefit on 1y_) op as 


the domestically consumed portion 
of their crop if the average price 
during next season is below the 
“parity” price for the staple based 
on pre-war averages. Any, rentals 


r Acre To 
Idle Cotton 


ment in prices resulting from next 
year’s program had come after the 


present crop had passed out of hi 


hands. The 10-eent loan will tend 
to prevent thi 

“It should work to the advan 
tage of the cotton farmer and we 
have assurance that they will not 
only seize this opportunity but con 


these 


ucecss 


tinue efforts to 
insure for the 1984 cotton 
adjustment program,” 


cooperative 


Rat Extermination Campaign 


|To Be Waged For Few Mos. 


j carry on an intensive campaign for 
the extermination of the 
prolific car 
riers of disease known to man and 
one of the most destructive 
that we have to contend with, 


rat, one of the most 
also 
pests 


}loeal, county-, state- and nation 
wide, and all good citizens ave urg 
ed to cooperate to the fullest ex- 
tent. The following letter is self- 
explanatory and comes from May- 
jor J. O. Wnglish: 
“Dear Citizen: 


Your town and 
| county 
carry on a rat trapping program 
during the next few months.  Lo- 
jeal, state and national health or- 
ganizations are cooperating in the 
work, which is being directed large. 
‘ly at the prevention of typhus fe 
more commonly known 
in this section, Brill’s Disease, This 
disease is on the inerease in South- 
east Alabama. It is carried from 
the rat to man by the rat flea, A 
logical control measure, therefore, 


that have been advanced by that | 5. the wholesale trapping of rats 


time will be deducted from the 
benefit payments, About one-half 
of the cotton produced is ordinar- 
ily required for domestic use. 

The administration completed 
distribution Saturday of $71,706,- 
085 in checks to producers who 
joined in this year’s program b) 
plowing up from 25 to 50 per cent 
of their growing crop, 

In all, 661,060 checks have been 
mailed and 882,000 of 1,010,000 


‘ certificates of performance provid- 


ing proof that the grower did plow 
up a definite portion of his crop, 
have been received and approved 
for payments, As many as 48,000 
cheeks are now being issued each 
day. 

Rental payments will be paid 
next year for land producing as 
little as 75 pounds of cotton per 
aere. In this year’s program land 
producing less than 100 pounds was 
not eligible for consideration. 

The schedule of payments in the 
1984 program follows: 

For land producing approximate- 
ly 75 to 125 pounds per acre, a 
rental of not over $3 an acre; from 
150'to 200 pounds, a maximum of 
$5; 225 to 800 pounds, a maxi- 
mum of $74 825 to 400 pounds, a 
maximum of $9, and for land pro- 
ducing 400 pounds and over, a 
maximum of $11. 

The amount of the cash rental 
will be determined by the county 
nssociations, subject to the approy- 
al of the Adjustment Administra- 
tion, 

Secretary Wallace, in an expla- 
nation of the program, said: 

“The current price of cotton is 
below its fair exchange (parity) 
value, The administration recog- 
nizes that further efforts to aid 
the cotton farmers in solving this 
problem are imperative. 

“The advance of 10 cents per 
pound on the current crop will en- 
able the producer to market his 
crop in an orderly way and he will 
not be forced to sell at prevailing 
low prices because he needs the 
money now, The govoernment is 
providing the means to carry this 
cotton so that the man who pro- 
duced it and who will cooperate 
in the production control program, 
will benefit from any increase in 
price that may result from our ef- 
forts to obtain fair exchange pric- 
es for farm commodities. 

“Tt was evident after the record 
production this year that cotton 
adjustments should continue. It 
would have been manifestly unfair 
to the producers if any improve- 
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come in today and let us tell you 


nll about these Free Cars, 


and subsequent destruction of the 
rat flea, All parasites on the rat 
may be killed by dipping it in ker- 
osene or some phenol disinfectant. 

“In carrying on the program 
here it is planned to trap every 
premise where there is evidence of 
rats, Men employed on the work 
will visit the traps daily, collect 
the eateh and rebait the traps. 
Trappers, however, are instructed 
not to go on private property un- 
til permission from the owner has 
been secured, 

“No fund has been made avail- 
able for us in buying bait, It is 
anticipated that the owners of 
property being trapped will supply 
the small amount of bait required. 
Stale bread of any kind, bacon and 
fresh meat are satisfactory baits. 

“The cooperation -of every citi- 
zen is solicited in this rat trapping 
program. Let’s all pull together 
and rid‘the cemmunity of a serious 
health menace, to say nothing of 
eliminating a pest which destroys 
many dollars worth of property 
annually.” 


Men’s Evangelistic Club 
Will Meet Thurs. Nights 

The Business Men’s Evangelistic 
Club held an interesting and inspi- 
rational meeting at the Baptist 
Church Tuesday night, It was vot- 
ed to change the meeting night 
from Tuesday to Thursday at 7:00 
o'clock. 

An effort is being made to re- 
vive interest in the club and all 
men are cordially invited to attend 
the Thursday night meetings, The 
club will conduct a service at the 
almshouse Sunday afternoon, The 
club also solicits appointments at 
country churches for Sunday after- 
noons. Communicate with the sec- 
retary, Dr. W. M, Ringsdorf, Elba, 
Alabama. 

Mesdames W. T. Whitman, B. 8S. 
Franklin, J, W. Parker and J. A. 
Carnley attended a quarterly meet- 
ing of the Baptist W. M, U. in 
Kinston Tuesday. 


BAPTIST CHURCH ANNOUNCE. 
MENTS 


Sunday School—Sunday morn- 
ing 9:45, W. T. Whitman, Supt. 

Preaching—11 a.m. by the pas- 
tor, Rev, B. S. Franklin, 

B. Y. P. U.—6:45 p.m. 

Evening worship—7:45 p.m. 

A cordial welcome is extended 
to all to worship with us. 
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BE! FREE! FREE! % 


Two Brand New Chevrolets 


you have not already done so, 


We open at 7 a.m. and 
close at 6 p.m, 
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Arrangements are being made to | 


deadly 


Thig rat-riddanee campaign will be | 


officials have arranged to} 


THE ELBA CLIPPER 


Dr. and Mis. W. M, 


and two little 


Ringsdorf 
sons went to Mont 


romery last Wednesday to meet 


| Dr, Ringsdorf’s mother, Mrs, Lil 
lian Ringsdorf, who arrived that 
evening from Chicago and will 
make her home with her son and 
his family in this city. 


Mrs, Ringsdorf is an accomplish- 
ed sinwer and reader and won wide 
fame several years ago as a mem 
ber of the Minneapolis Symphony 
Orchestra in ‘May Festival Tour,” 
She taught in Johnstown Conser- 
| vatery of Musie and toured the 
United States as a member of “The 
/ Three Artists” with Redpath Chau 
tauqua and Lyceum, Mrs, Rings 
dorf also toured the country for 
ten years with her own company 
in Chautauqua and Lyceum work, 

Mrs, Ringsdorf has numerous 
} letters testifying to her fame as a 
singer, Following are samples: 

St. Petersburg, Fla 
inn Rinesdorf bewitehed her audi- 
ence with her singing, She possess- 
}os a voice of great sweetness and 
| power and gives her numbers with 


}a lilt and sparkle as if the singing 


were a pure joy, 

Kansas City Journal:—Mme. 
Lillian Ringsdorf possesses a rich 
clear soprano voice of exceptional 
sweetness of tone, and combined 
with her voice, she has a charm of 
manner which captivates her au- 
diences, 

Gazette, St. Joseph, Mo.:—From 
the instant Mme, Lillian Ringsdorf 
came on the stage she had the au- 
dienece enraptured by her magnetic 
charm. She has a remarkably sweet 
voice and sang an aria from “Mme. 
Butterfly” which was up to the 
grand opera standard, 

Mrs, Ringsdorf, during a previ- 
ous visit to Elba, delighted church 
congregations and others who 
heard her at social gatherings with 
hey wonderful singing. Accompa- 
nied by her daughter-in-law, Mrs. 
W. M. Ringsdorf, who is an unu- 
sually accomplished pianist, the 
musie-loving public of Elba have 
some rich treats in store. 


Elba Theatre Had 
Auspicious Open- 
ing Friday, Oct. 6 


The Elba Theatre opened very 
auspiciously Thursday night, O@- 
tober 5, with an audience that tax- 
ed the capacity of this popular 
playhouse, undey ‘the management 
of Mr. Felix Morrow, An unusu- 
ally strong picture, “State Fair,” 
featuring Will Rogers and Janet 
Gaynor, was the opening attrac- 
tion, and the large audienee was 
loud in its praise of the initial pro- 
lpram and of the service rendered 
by the new modern equipment. On 
riday night, at the second show- 
ing of this picture, the house was 
again well filled. 

The Klba Theatre has been re- 
decorated and is new throughout, 
presenting a very attractive ap- 
pearance. The equipment is of the 
best, the accoustics are good, every 
|courtesy is being shown the pa- 
trons and everything points to a 
successful future and plenty of 
high-class entertainment for the 
play-goitig public of this comimu- 
nity. 

Manager Morrow assures the 
movie fans that only the best of 
pictures will be shown and The 
Clipper joins a | 
Elba’s citizenship in weleoming the 
Elba Theatre to the business cir- 
cles of this city. Elba has been 
without a picture show for about 
two years and many of our people 
have been attending shows in 
neighboring towns. Now, that we 
have a theatre in Elba, there will 
be no need for going out of Elba 
to see pictures, as the Elba The- 
atre promises to render picture 
programs that will compare favor- 
ably with any to be found any- 
where in, this section. 

The picture to be shown today 
and tomorrow (Thursday and Fri- 
day) will be George Raft and Con- 
stance Cummings in “Night After 
Night.’”’ This picture is having a 
fine run and is well worth seeing. 
Comedy: “Stopping The Storm,” 
with Bimbo and Koko. 

Saturday’s picture 


will be a 


thrilling Western, “Dynamite 
Ranch.” Plenty of action and 


thrills, featuring horsemanship and 
gun-play, Don’t miss it. Comedy: 
“Torchie Rolls His Own.” 
Sunday and Monday, October 15- 
16—"“Tess Of The Storm Country,” 
featuring some of filmdom’s most 
popular stars and a strong cast. 
Chock full of thrills and pathos. 
Three - reel Comedy: ‘Fannie’s 
Wedding Day” and “Hitch-Hiker.” 


Mrs. J. B. Foreman visited her 
parents near Brantley several days 
last week. 


Miss Marylene Ham spent Sat- 
urday in Dothan. 


Mrs. Erline Morrow, Mrs, Vella 
Fussell and daughter, Ruth, were 
guests of Dr. A. Fussell in New 
Brockton Sunday. 

Mr. and Mrs. Dave Vaughan and 
two children visited relatives at 
Malone, Fla., over the week-end. 


Mine, Lil-| 


arge majority of | PUPILS ORGANIZE— 


Mr. Lillian Ringsdort Is An| CONGRESSMAN H. B. STEAGALL 
SPOKE TO LARGE ELBA CROWD 


Congressman Henry B, Steagall 


spoke to a large audience in Elba 


Cireuit Court 
noon, the 


Room Monday fore- 
muin theme of his ad 


dress being ah explunation of the 


Glass-Stea 
Which he is 


| Various phases of the 
gall Banking Act, of 
co-uuthor, As chairman of the 
powerful banking committee in the 


National House of Repres« ntatives, 


Congressman Steawall hag great 
power and influence und every 
word uttered by him anywhere 
throughout the Nation is received 
With much interest, 


Mr. Steagall spoke for about a 
half hour on conditions in Wash- 
ington and things in eneral, urp- 
every citizen to wet behind 
President Roosevelt and the admin- 
istration and cooperate 100 per 
cent, assuring his hearerg that ev- 
erything possible is being done to 
relieve the deplorable conditions 
that have existed. He said that he 
is confident that with the support 
of the citizenship of this great 
country, conditions will be deecid- 
edly better within the next few 
months and that things are already 
looking much better and should 
work out al) right before long. 


+ NpY 


Touching on the flood prevention 
project that is of so much interest 
to Elba and surrounding country, 


Congressman Steagall said he had} ne quality In fact, many of our 
nothin definite to promise but that | old peanut growers say they have 
Lhe pupers had been sent to Wash- | ever seen finer peanuts in all of 


ington and that he would go to the 


Capitol in the near future anid 
make every effort to get results. 
Ale suid he believed in working and 
accomplishing results instead of do- 
ing much talking, He also paid a 
gown tribute to Alabama’s new 


Congressman, My 


michael of 


Arehie H, Car 
Tuscumbia, recently 
elected to fill the unexpired term 
of Congressman Almon of the 
Kighth Distriet, Mr, Steagall stat 
ed that Mr, Carmichael will make 
a real Congressman from the start 
ana expecting fine support from 
him in his undertakings for the 
benetit of Alabama and the nation, 
Mr. Steawall spoke about an hour 
on the Glass-Steagall banking: bill, 
explaining its various phases, and 
his hearers were convinced that the 
‘banking situation will be greatly 
improved as soon as the new law 
has had time to function, 
Congressman Steagall is very 
popular in Elba and the announce- 
ment that he is to deliver an ad- 


dre 

leree Our people have confidence 
in his ability and sincerity and’ be- 
lieve that he will be able to help 
this District and the Nation out 
of the bog. 


always draws a large audi- 


Quarterly Conference At 
Liberty Church Saturday 


The fourth quarterly conference 
of the Elba and Liberty Methodist 
Churches will be held at Liberty 
on Saturday, October 14, services 
beginning at 10 o'clock a.m,, Pre« 
siding Elder J. Fletcher MeLeod 
presiding. One of the inimitable 
Fletcher McLeod sermons will pre- 
cede the business meeting. 

Dinner will be served at the 
chureh and everybody is cordially 
invited to attend this religious and 
bodily feast. A number of people 
from Elba are planning to attend. 


P.-T. A. WILL MEET 


The Elba Parent-Teachers <As- 
sociation will meet at the City 
School auditorium next Tuesday 
afternoon, October 17, at 8:00 
o'clock, Everybody is urged to be 
present at this meeting, Impor- 
tant business will come before the 
meeting that you should know of. 


In all the time we have been 
connected with newspaper work we 
have never known of a single is- 
sue of this paper being published 
without leaving something out that 
should have been included in the 
news. And we have an idea that 
other papers are guilty of doing 
the same thing, but The Clipper 
did something last week that was 
surely beyond pardon, On Satur- 
day preceding last week’s paper, 
Editor and Mrs. R. C. Bryan left 
for an extended visit to Chicago, 
and in the hustle and bustle of 
getting the paper out their absence 
completely slipped our minds and 
we failed to let our readers know 
of the fact that they were attend- 
ing the World’s Fair. We beg 
your forgiveness, Mr. Bryan, and 
hope you are having such a good 
time that you didn’t notice this 
oversight, 


GRAMMAR SCHOOL MUSIC 


Tre Grammar School musie pu- 
pils met at the home of Miss An- 
nie Laurie Bullard on last Wednes- 
day afternoon for the purpose of 
organizing a’ musie club. The fol- 
lowing officers were elected: 

President—Nell English. 

Vice-President—Sara Talbot. 

Secretary - Treasurer — Cather- 
ine Brunson, 

Stories of the lives of great mu- 
sicians and their musie will be the 


MISSES BULLARD AND BRUN- 
SON HOSTESSES TO CLUB— 


Misses Mabel Brunson and An- 
nie Laurie Bullard were hostesses 
to the Study Club on Thursday af- 
ternoon of last week, at the home 
of Miss Brunson, Pink roses and 
other Fall flowers were used to 
make more attractive the reception 
and dining rooms, 

Mrs. Brunson, the president, pre- 
sided. Mrs, Foley read the minutes 
of the September meeting and re- 
ports were given , by committee 
chairmen. At this meeting, the 
club adopted for its color scheme 
pink and green; its flower, the 
rose, and for its motto, ‘Life is 
not for learning, nor is life for 
working, but learning and working 
are for life.” The course of study 
selected for the present club year 
is “Travel.” 

Mrs. R. S. Boyd was program 
leader, Mrs. Annie Waters and 
Mrs. Lamar Rainer took the club 
on a very realistic journey through 
Austria and Hungary, 

After the program delightful re- 
freshments were served to mem- 
bers of the club and one visitor, 
Mrs. Lillian Ringsdorf, 


P.-T. A. DISTRICT, MEETING TO 
BE HELD IN ANDALUSIA— 

The next meeting of the Wight- 
eenth Distriet Parent-Teachers As- 
sociation, which includes Coving- 
ton, Geneva and Coffee Counties, 
will be held in Andalusia on Fri- 
day, October 20, 

Every P.-T. A. in these counties 
is urged to have delegates present 
at this meeting, and to be prepar- 
ed to make a short report about 
its association’s plang for the year. 
It is also requested that each chap- 
ter send a statement of the num- 
her of delegates to Mrs, W. E. 
\ifardin, Andalusia, 

The principal speakers on this 
occasion will be Mrs. James Fitts 
Hill, state president, and Miss 
Mary England of the department 
of education. 

An outlined program of the 
meeting will be found in the Sep- 
{ember issue of the Alabama School 
Journal. 


TIMES CLUB ENTERTAINED 
BY MRS. T. B. BRYAN— 

The Times Club was delightful- 
ly entertained at the home of Mrs. 
T. B. Bryan on Saturday evening. 
During the business hour the club 


course of study for the year. 
During the social hour, piano 
solos were played by Maggie’ Dean 
Clark, Elizabeth Fleming and Bet- 
ty Jean Bullard. An ice course 
was served, 
METHODIST CHURCH 
ANNOUNCEMENTS 


Sunday School—Sunday morn- 
ing, 10:10, C. B. McDowell, Supt. 

Preaching, by the Pastor, Sun- 
day morning—11:00. 

Epworth League—Sunday even- 
in at 6:00 o'clock, 

Evening Worship—7:00 o’clock. 

W. M. S. meets every Monday 
afternoon at 8:30, the place to be 
announced at Sunday church ser- 
vices, 

World Club and Children’s 
Vorld Club—Tuesday afternoon, 
4:00 o’clock. 

Prayer Service — At Church 
Wednesday evening, 7:00 o’clock. 

MOTTO:—“Never A Stranger 
But Once.” 

Thoughts for the week: 

Hither the Bible will keep you 
from sin or sin will keep you from 
the Bible. 

Human driftwood never has been 
known to float upstream, 

Real happiness is not costly, but 
what fearful prices men pay for 
its imitations! 

L. W, TUBB, Pastor. 


voted to meet on alternate Satur- 
day afternoons, A committee com- 
posed of Misses Eunora Farris, 
Louise Morean, Mrs, Walter Jack- 
son and Mis, J. W. Kendrick was 
nppointed to arrange for a course 
of study for the year. 

Miss Louise Morgan presided 
during the program, which consist- 
ed of interesting discussions of cur- 
rent topies. 

Little Mary Will Kendrick sang 
“A Shanty In Old Shanty Town” 
in a manner that delighted the club 
members, 

Mrs. Bryan, assisted by Miss 
Dixie Lee, served a delicious salad 
plate with hot chocolate.—Rep, 

Mrs. J. F, Preseott delightfully 
entertained the Young Matron’s 
bridge club at the home of Mrs. 
D, F. Prescott Friday afternoon. 
Visitors were Mrs. Aline English, 
Mrs, R. I. Martin, Mrs. Levy Mor- 
row. After several progressions, 
the hostess served a delicious sal- 
ad course, 


Robert Henan and Sam Buck- 
master of Montgomery were in 
Elba Tuesday and Wednesday in 
the interest of the proposed levee. 


Harold English was a visitor in 
Birmingham last week, 


Getheral Pinckard 
Samson Sunday. 


visited in 


Peanuts Are Fine Quality 


blast 
The long spell of dry weather ha 
nade thi 


Peanut harvest is in full 


year’s crop of unusually 


their experience Runner peanut 
have been bringing an average of 
$42.50 per ton and Spanish a few 
dollars higher, which ig nearly 


three times the prices puid at this 


time last year, Nearly all of the 
crop is grading No. 1, this addin 
materially to the amount realized 
by the prowers, 

A large hay erop is also being 


harvested, which is as fine quualit 


us has ever been produced any- 
Where. The prevailing price i 
ubout $6.00 per ton. The eotton 


crop in this section has been pick- 
ed and nearly all of it has been 
ginned. Only a fractional part of 
the crop has been sold and many 
of the growers are waitinp to take 
udvantage of the Government's of- 


this year’s crop, Practically al) 
farmers in this section will prob 


reduce cotton acreage for 
year’s crop, which will give them 
considerable revenue, 
that it will be much more sati: 
factory to receive pay for not 
planting cotton than to be paid 
for plowing up cotton that was 
nearly matured, 

Government checks for plowing 
up cotton have been coming in 
quite freely recently and practical- 
ly all the money due from that 
source is now in the hands of the 
farmers. 


It is ag reed 


Jury Gel Cases 
Tried This Week; 


The Fall Term of Coffee Coun- 
ty Circuit Court convened in Elba 
Monday morning with Judge W. L. 
Parks presiding and Solicitor I. 
C. Orme, Court Stenographer C. 
L, MeCartha and Clerk L, B. Clark 
in their respective positions, 

Due to the fact that the regular 
Spring Term was not held, the 
docket is unusually heavy, but a 
large number of jury civil cases 
have been disposed of. 

Following is the list of jurors 
serving this week: Williamson, T. 
J.; Clark, N. A.; Nelson, Dan B.; 
Ham, W. W.; Clark, F. F.; Price, 
L, H.; Maddox, I. A.; Weatherford, 
W,. M.; Jones, H. D.; Wilson, J. E.; 
Sorrells, J. E.; Bragg, Cody; Hurs- 
ton, J. N.; Killingsworth, S. S.; 
Boutwell, Clifford; Johnson, Clif- 
ton; Johnson, Aaron; Hagerton, C. 
O.; Fuller, Searey; Paul, N. L.; 
Windham, D. H.; Johnson, Enzor; 
Young, Wayland G.; Clark, D. M.; 
Powell, D, T.; Cooper, O. O.; Ken- 
drick, J. J.; Moody, John W.; Far- 
ris, Orbie; Johnson, G. A.; Meek, 
Cary J., Jr.; McCollough, W. C.; 
Freeman, W. D.; White, Leam; 
Kendrick, Charlie, 

Beginning Monday, October 16, 
court will convene for the trial of 
criminal cases, Following is the 
docket of criminal cases to be tried 
next week: 


1662—The State vs. 


1453—The 
Forgery, 

1511—The State vs. J. B. Barley, 
1 ae), 

1551—The State vs. 
Cord, Seduction, 

1562—-The State vs. Neil Parker, 
A, & B. 

1571—The State vs. Rufus Dyess, 
A. To M. 

1628—The State vs. Wes Tidwell, 
Pos. Still, r 

1629-—-The State vs. Woodrow Mc- 
Collough, Transporting Prohib- 
ited Liquors. 

16380—The State vs. Charley De- 
vine, Transporting Prohibited 
Liquors. 

1631—The State vs, Charley Wam- 
bles, Pos. Still. 

1682—The State vs. Orbie Lee 
Nelson, Transporting Prohibited 
Liquors. 

1638—The State vs. G. H. Myles, 
Arson. 

1686—The State vs, Kye Nelson, 
Transporting Prohibited Liquors. 

1644—The State vs. Lamar Horns- 
by, A. to M. 

Cases Set For Trial Tuesday, 
October 17th 
1647—The State vs. Jim Reddock 

Pos, Still, 
1648—The State vs. Lee Cardwell, 
Pos, Still, 
1649—The State vs. Gabe Taylor, 
Burglary. 
Capital Cases To Be Arraigned 
And Set For Trial 
1578—The State vs. Alton Bullard, 
Robbery. 

1579—The State vs. Walter Mills, 
Robbery, 

1622—The State vs. Callie Dyess, 
Murder, 

1655—The State vs. James Layton, 
Assault to Ravish. 

1657—The State vs. Esau Flowers, 
Murder in the Second Degree. 

1658—The State vs. Robert Wright 
Possessing Still. 

1660—The State vs. Woodrow 
Brooks, Assault to Murder, 

1641—The State vs, Cleveland 
Stevens, Assault to Murder. 


State vs. Ex Parker, 


Homer Mec- 


And Bringing Fair Prices 
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NUMBER 18 


New Relief Organization 


|For Coffee County Set Up 


And Ready To Function 


| Che relief work in Coffee County | let is at the disposal of the peo 
has recently been re-organized by | p of Coffee County . 
the Alubaima Relief Administratior Mr. Gardner Clark is the Dis 
working in conjunction with th bursing Officer He is well known 
County Court of Commissioners. It olfee County, where he ha 
Was considered best to have th { tor many year 
relief work directly in charve of al civection of rel 
the Swate Relief Department, ar ork is i ha of Director 
for that reason the old Child W of Relief, Mi A. W. Hobart, who 
fure Board was abolished and jeame to Alabama from Kentucky) 
new udininiatrative organization | He wu graduate of the Universit 
i wa et up It is believed that the} of Chievayo, where he studied Su 
work may be carried on more ef-} cial Service Administration, He has 
ficiently under the new arrange en in social Work for the pust 
ment, with trained and experienced | seven yeurs, 
|} people in charge of each part of | ‘The purpose of the Coffee Court 
the work, and a staff of fully quali- | Rel \dimin stration is to 4 
fied ¥ tors to make the investiga chef to the distiessed residents of 
tions. The new organization is|the county as quickly, as fairly and 
known as the Coffee County Relief |as efficiently as possible, The work 
j} Administration, which may be | i ried, and jt will be a 
hortened to the initials C, C, R.A. ek or so before yesults will show, 
if anyone wishes to add to the al | A cor iplete staff was not obtained 
jready great number of initials by until the end of the first week of 
|} which we are poverned jn one way | Octobe) There are about fiftecn 
land another indres ( itions to be made, 
\ There are three divisions, the ]}as all men now at work are to be 
Social Service Department, the | t it is estimated that 
Work Relief Department and the | over ¢ en hundred persons will 
Disbursing Officer, Th il Ser- | on the relief rolls by the first 
vice Department receives all ap- | I mber All complaints wiil 
plications for aid. They make al vestigated carefully, and re 
inveXigations and decidg upon the ll be given on the grounds 
need of the applicant, The need ]of the established need of the ap- 


basis of the applicant’s resources, 
| It should be explained that the 
| present work relief were 
not certified by the present organi 
zation, but by a 
rangement just in order to get the 
work started, Some men now work- 
ing’ will be removed ag the investi- 
gations are made, and others will 
be pution. In addition to applica 
ions and investigations, the Social 
Service Division gives such direct 
relief as may be necessary. 

The Work Relief Division has 
the actual placing of men who are 
certified. This department passes 
on projects and inspects work 
which is beine\ done, It is headed 
by a trained engineer, with years 
of practical experience in roud 
building. This department’s facil- 
ities are at the disposal of the Com- 


men on 


AC 


missioners to call upon ag they 
may need its service, 
The Disbursing Officey admin- 


isters the financial affairs of the 
organization, 

Mrs. Ida B, Lawrence; is the Di- 
rector of Social Work. She comes 
from Union Springs, and has had 
several years of experience with 
the Child Welfare Board of Butler 
County, She was chosen for her 
position beeause she had special 
qualifications which fitted her to 
do the work, Under Mrs. Lawrence 
are five visitors. Miss Dixie Stew- 


is very carefully determined on the | 


temporary ar-| 


| $405,000 Is Laid By 
For State’s Schools 


MONTGOMERY, Oct, 11.— 
Comptroller J. H, Hard, Jy, an- 
nounced that he has 
made available for distribution ed- 
ucational funds totaling approxi- 
mately $405,000, consisting of 
$226,000 from the Special Educa- 
tional Trust Fund and $179,000 
from the Public Schoo] Fund. In 
addition to the $179,000 from the 
Public School Fund, the public 
schools of the State will also share 
in the Special Educational Trust 
Fund to the extent of $98,255.60, 
or a total of $277 60, 

From the Special Educational 
Trust Fund money made available, 
Auburn will receive $25,477.04; 
the University of Alabama $16,- 
568.04; and Alabama College $8,- 
'552, Public School monies to be 
distributed from the same fund in- 
clude the following: Bqualization 


yesterday 


Fund, $41,584.51; High School 
Fund, $18,988.67; Bonus School 
Fund, $12,886.88; County High 
School fund, $13,929.56; Revolv- 


ing Fund, $4,605.38; Rural School- 
house Building Fund, $6,198.44; 
i Illiteracy Fund, $567.15. 


DEATH OF NELL CONNER 


art of Enterprise has been with the 
present organization since its be- 
ginning and was formerly with the 
old Child Welfare Board, She has 
charge of the Southeast District. 
Miss Margaret Colley, also of En- 
terprise, has the Northeast District, 
Miss Anne Thornton of Samson, | 
an experienced worker from Ge- 
neva County, was chosen bec#use 
of hey previous experience and has | 
the Southwest District. Mrs. W. H. | 
Ward of New Broekton is in charge 
Northwest District. Mrs. 
Essie B Russ, formerly County 
Nurse, is a special visitor who 
takes care of emergency culls, and 
who makes investigations of spe- 
cial complaints, She was appoint- 
ed to this position because of her 
knowledge of the county. 

The Director of Work Relief is 
Mr. J. C. Robbins, a native of 
Birmingham and a graduate of 
Alabama Polytechnic Institute. Mr, 
tobbins has had wide experience 
in road construction. His know- 


Cases Set For Trial Monday, 
October 16th 
1174—The State vs. Melvin Smith, 
Appeal. 
1470—The 
Appeal. 
1518—The State vs. 
Flowers, Appeal, 
1569—-The State vs. Roland Cole- 
man, Appeal, 

1599—-The State vs. W. S, Wilson, 
Appeal. 

1600—The State vs. W. S. Wilson, 

1651—-The State vs. Glenn War- 
ren, Appeal. 


State vs. J. E. Ellis, 
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Through Us - - - - 


Pay your seed loans, Fed- 


Mr, and Mrs, C. H. Conner and 
family have the sympathy of the 
entire community in the death of 
theiy 15-year-old daughter, Nell, 
which occurred Tuesday afternoon 
of last week at their home in West 
Elba. Funeral services were held 
at the residence Wednesday, con- 
ducted by Rev. B. S. Franklin, as- 
sisted by Rev. L, W. Tubb, Inter- 
ment in Evergreen Cemetery. 


Mr, and Mrs. C. H. Conner and 
family and Mrs. Burdeshaw have 
moved to Marianna, Fla., where 
they will operate a service station 
and Mr. Conner and son, Millard, 
will be employed in a garage. 

Following one of the hottest and 
dryest Septembers on record, this 
section has been enjoying almost 
ideal October weather for the past 
week, The nights are cool enough 
for several extra covers and the 
days are warm enough to remind 
us that there is still time enough 


to plant turnips and other Fall 
gardens if it would only rain 
enough to furnish some much- 


needed moisture. 


A large crowd was in Elba last 


| Saturday and the merchants report 
jone of the best business days they 


have had in several months, 


Miss Anne Thornton of Samson 
has arrived in Elba and is a mem- 
ber of the Coffee County Relief 
Administration staff. She is at 
home with Mrs. J. O. English, 


. 


ments by the use of our 


, or any foreign account 
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Elba Merchants Exchange 
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respects her husband, but still has} of football 


ral 


played in his time |his kittens attempted to kill rats 


ball in his arms and 


1923,” 


billboard 


has by 


n feeling that she might have done] first took the 
hetter.” yan with it, thu 
Boston Herald suggests that we] eame, A. D. 
all pull together to get out of the = 
depression, but that each shouldn't 
try to pull his neighbor's leg too 
hard just now, 
: A “code of ethics” 
A paragrapher says that 5 per|,; ; 
s poets time ago by 
cent of the people do the thinking, ' 
while the other 95 per cent do the cape and encroachit 
4 secape and encroaching 
work, But! thinkin the hardest A ; - 
ar ia i dential section; 
work most people ¢ if any - 
a FEV S23 MS ANG been abandoned, 
Public sentiment 
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board 


nu 


that 


OBNOXIOUS BILLBOARDS 


promoters, 


up¢ 
no 


theiy habits of defacing the land 


yn resi- 
means 


been so 


| aroused in opposition to the bill- 


originating the | do it, while after seeing a rat kill- 
= listinetive feature of the Rugby| ed nearly all followed the mother’s 


In spite of the widely advertised | 


adopted some | though the practical benefit of this 


|the late great actress, Sara Bern-| feeling of repulsion which they ex- 


666 


nuisanes “a national 
College football till regarded | committee for the restriction of 
as an amateur sport, in spite of}outdoor advertising is making a 
the Carnegie Foundation’s findings} vigorous campaign against the un- 
that in many institutions players|sightly sigu-boards which glare at 
ire to some extent subsidized. But,|one on every hand, 
regard fe of what the players vet| \mong the organizations coop- } 
out of it, colleze football has as-| crating with this committee are the 
umed the proportion of a business| General Federation of Women’s 
1 which millior we involved } Club , the den Clubs of Ameri- | 
rece! riter deelare It | en National Conference of 
i ed tor ) thi © Parks, the American Socie- 
his vaines ple-chaser of Landsenpe Architects, his- 
in narhle unphithente that) tovical societies, automobile associ- 
hume the Re Coli ore | itions, nuture societies and others 


V2! sew, 


THE ELBA CLIPPER 


. 


ae ate 


unless they had seen their mothers 


}example, 

So, Prof. Kuo says, “our studies 
show that kittens can be made to 
| kill a rat, to love it, to hate it, to 
| fear it, or to play with it.” 

All of which is interesting, even 


| knowledge of rat psychology is not 
| apparent to the layman. 


A POLICE REPORTER 
The gallantry of an_ old-time 
Western reporter is recounted in a 
story which recently reappeared in 
several publications. It concerns 


LIQUID - TABLETS - 
NOSE DROPS 


in 30 minutes, 


FINE LAXATIVE & TONIC 


Most Speedy Remedies Known. 


=== By Albert T. Reid 


digestible of foods. 


{corn, wheat and other starches in 
jmoderate amounts are completely 


of some children for raw potatoes 


SALVE! does not produce any disagreeable 

after 
Checks Malaria in 3 days, Colds] acivice, that is what most of us in- 
first day, Headaches or Neuralgia) sjst on doing, anyway. 


Tax and costy $72.18, 

To W. L. Harrison, Beat No. 18 

SE 4 of SE 4 Sec, 20, one acre 
in NE corner of NW 4 of NE %, 
Sec. 29, Tp. 8, R. 19. Tax and 
costs, $17.08. 

To C, E, Paul, Beat No. 18— 
SE % of NE %, Sec. 21, I acre 
SE corner, NE % of NE 4, SW 
% of NW %, BE. half of SE %, 
Sec, 22, 5 acres in NW % of SW 
4, three acres in SW % of SW % 
Sec. 28, Tp, 3, R. 19. Improve- 
ments. Tax and costs, $46.54. 

October 3, 1988. 

A. J. MORROW, 
Tax Collector. 


The prejudice against raw foods 
is also unwarranted, it is said. Raw 


digested, while raw potatoes ave 78 
per cent digestible. The craving 


may be indulged to a reasonable } 
extent without harm, and the same 
is true of raw cabbage and lettuce. 

Drinking water during meals 
was long thought to be harmful to 
the digestion, but for normal per- 
sons it is now declared to be bene- 
ficial if sipped in between swallows 
of solid food, 

Forcing children to eat spinach 
or other foods which they do not 
like is not good for them, as the 


NOTICE OF APPLICATION FOR 


PAROLE 
perience hinders digestion. Notice is hereby given that an 
While the doctoy does not say|#PPlication will be made to the 


Governor and Board of Pardons of 
the State of Alabama for the pa- 
role of Bill Qualls, convicted and 
sentenced by the Cireuit Court of 
Coffee County, Elba Division, on 
the 8rd day of October, 1980, on 
two charges of Grand Larceny, and 
sentenced to from three to four 
years in the penitentiary on both 
cases, 


012-19.pd, 


so in so many words, it appears 
that a rather safe rule of diet is 
to eat what one likes, provided it 
And of 


effects, regardless 


HOME DANGERS 
Figures compiled by one of the 


largest insurance companies show 
that accidents in and about homes 
cause 28,000 deaths and three mil- 
lion injuries in the United States 


BILL QUALLS. 


MORTGAGE FORECLOSURE 
SALE 


SSS 


4 : L 299, to which record reference is 
iii i Hee following Se tir here made for the contents there- 
Wa if Dae pee seer ene floors an- of; and whereas default was made 
hat 44 Keep stairways properly lighted +e he RAY Mens Of biel cebbisecured 
ON y free of objects on which one’ might BY paid morvesees epwevch dere 
ey H) stumble with treads and Hat | Sea bola ceglaxe ths enue 

% i eA. ; ‘ 4n@') principal debt, together with the 

y rails in good repair. then earned interest to be immedi- 


( 
( 


ce 


every year, 
8,000 are caused by falls; 5,400 
from burns, sealds and explosions; 
3,600 from asphyxiation, and 2,000 
from poisoning. 


tional Safety Council recommends 


scissors, 


Have all medicines, washing pow-}ey and authority given in said 
ders, insecticides and other house- mortgage, I will on Wednesday 
hold articles containing is Ath. 1082. 

t F E g poison}the 18 av of. 1 «1935 
properly labeled and kept in a safe | yw; by US aA DOh Oct bek pa UEa 
cae. ‘ ppt ina sate! within the legal hours of sale in 
I ee all fires front of the court house of Coffee 
Keep all open fires screened, County, Alabama, in the town of 


chimneys cleaned, and all heating 
apparatus in safe condition. 


gine to run with the garage door 
closed, 


Of these deaths about! WHEREAS, E. D. Lee, Jr. did 
heretofore execute and deliver to 
H, C. Munchow his mortgage dated 
April 5th, 1928, and recorded in 
the Probate Office of Coffee Coun- 


To avoid such accidents, the Na- ty, Alabama, in Book B-3, page 
y, Alabama, -3, re 


Keep sharp instruments, such as 
ice-picks, pins and nee- 
les out of reach of young chil- 
lren, 


ately due and payable, and default 
being made therein, and such de- 
fault continuing, notice is hereby 
given that acting under the pow- 


— EeEESSSSSSSSSSSSSSSSSSSs 


Elba, offer for sale and sell at pub- 
lie outery to the highest bidder for 
cash the real estate and other 
property conveyed in said mortgage 
and which is located in said Cof- 
fee County, Alabama, and describ- 


Never allow an automobile en- 


Keep steps and sidewalks clear 


of snow and ice, ed as follows, to-wit: 
“| Two five room dwellings on 
Hickman Avenue ag follows: Lots 


A Laxative that costs 
only 1¢ or less a dose 


NEXT TIME you need medicine 


4 and 5 in Block 2 facing Hick- 
man Avenue and extending back 
to Beaver Dam Creek, also, the 
west half of Lot No, 3, Block 2, 


to act on the bowels, try Thed- | facing Hickman Avenue, together 
ford’s Black-Draught. It brings | with all other property real or per- 


quick relief and is priced within 
Teach of all. Black-Draught is 
one of the least expensive laxa- ss 
tives that you can find. A 26-cent | Sale shall be applied to the purpos- 
package contains 26 or more doses, |es and in the manner provided 
Refreshing relief from constipa: | for in said mortgage. 
tion troubles for only a cent or H. C. MUNCHOW, 
less a dose—that’s why thousands Mortgagee. 


of men and women prefer Thed- + > 
7 $ , For Details see MR, J. F. BRUN- 
ford’a Black-Draught. . 
. ‘ SON, Elba, Ala. 


sonal conveyed in said mortgage. 
The proceeds derived from said 


* 
ag 


Thursday, October 12, 1935 


a 


nearing 88rd 


the 


WANTED! 


At Once---300 or 400 
new and renewal sub- 
scriptions to The Clipper 
at $1.00 per year. 


In order to help those 
who might be short on 
cash we will accept dry 
stove wood, shelled corn 
syrup, meat or chickens. 


Examine your label and 
come in at once. 


The Publisher. 


82805-12. | 


on 


boilermakers 
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THE FI BA CLIPPER Rica and the late Sam Davis of TAX COLLECTOR'S SALE . — Sa Se ee 
nd } the Carson City Appeal, —- = . A? . ” . ° , 
Mme. Bernhardt and her com-| STATE OF ALABAMA Machine-Gun” Kellys Facing Oklahoma 
Published Every Thursday Morning puny were playing in the West,; COFFEE COUNTY, OR ——— 
ae When Davis was requested by thi By virtue of a deeree rendered 
R. C. Bryan Owner-Publisher San Francisco Examiner to meet! by the Probate Court at the Sep 
iatated ial + «writer of THE AASTER EXECUTIVE her in Reno and accompany her to tember 26, 1938, Term, of said 
} fates ee cence. - Sroritina n wedieteanek iessivevien (or ie bosvy, burdened whe wil hnd ne wee neeebou of California, CUTIEY) ‘ will proceed: to sell to 
’ every huram trial parelieled inthe expenences of "The Man Nobody Knows wna he did so, the highest bidder, for cash, before 
at Elba, Alabama, under Act of After several days of acquaint-|the court house door, in Elba, suid 
Congress of March 8, 1876 | FACING DEFEAT aneeship, during which Davis na-| County, within the legal hours of 
| j turally showed the actress every | sale, on Monday, the 6th day of 
SWIDAANDTDINAN DaINh WHIEN Jesu ind hh other }enn't fool u attention, the time came to part,|November, 1988, the following de 
SUBSCRIPTION PRICE iched the door t} owue Slowly he opened the roll and} whereupon “the divine Sara” ey cvibed real estate, for the a 
One Year $1.50) on his first return t N reth ajyin tones that stirred them in spite pressed her appreciation of his | and costs due thereon for the yeu 
Six Months 75) crowd was ) cit Chey |of themselves he began to read: kindness by kissing him on either) 1982, to-wit: , 
CASH IN ADVANCE mtg i Bis Buk ae Tho Spitit of the Lord ts upon me diel and then on the mouth, Me Lorine Blue, Boat No, 6 
Beenuse he anointed me to preach | Syne: One yaeant lot back of Smith 
pushed pi doo of good tidings to the poor, “The right eheek for the Appeal, Brothers Store in Elba, Alabama, 
a > yehind fi he little root He hath sent me to proclaim re the left for the Wxaminer, the iy Max and costs, $4.18. ; ' : 4 
hi - hear Ce he aoc for yourself,” To B. B, Boutwell, Beat No. 6 TECHIE the *Machine-Gun'’ Kellys, captured in Memphis and facing 
mic} hispering RAAT RACH VER OSR TCE BHT fh the bitntd? Nothing daunted, Davis made|SW % of NE 4 and S ts of NW Seah oah See acer are ied two members of the kidnaping rang, 
in eranu of Aca HOTT HOT SRETN FAW Lier nee the polite suggestion; ‘Madam, 1| 4, S. 11, Tp. 6, R. 19, SE 4 of action om were convicted for the kidnaping of Charles Urachel, oil 
ck He mn Hyalsell| tilso represent the Associated Pr Nii Mw, S 10, Tp. 6, R, 19; Im 
| ' to the And proclaim the ueceptable year Which serves 3880 papers west ¢ provements, Tax and costs, $28.82. 
| nt the room, ar thas Lore : the Mississippi River,” To Ed Lee (Col.), Beat No. 6 
| d up the voll Whether he received the addi-|5 ucres on NW corner of NE % 
Lhe prophet He closed the book and handed tional expressions of appreciation | of Sk 4, See. 28, Tp, 6, R 20. 5 
\ | Isainh, turned]it back to the attendant, “This}to which he appeared to be en) Improvements, lax and costs, 2 
| oun toward |day hath this Seripture been ful-] titled, the story does not state $5.88, & 
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ered by Daved’s emb with r evs lished, tl tupid face had now! didn’: knew how it ¥ I though 
on the doo She had been tellin Hinged expression, but Ann} you wa teatin’ my baby whilst] 
hin stories, breathl coheren 1 iw he Again the wivl |] was a-holdin’ up the wail | hit} 
Lori Now he was aeleop and | seroanies Phe nes flash showed | voy i’ took th’ babys when T seen 
he could wateh the door unhine|Ann serambling to her feet and lit was David 1 went back an’ got 
cered, from the quiek-thrown blanket of | vou | 
She had placed the trunk awninst blackne thundered a great, sob “Ann,” snid the wirl impulsive 
the door and sh watched the} bing voiee; ‘My baby?’ jly, “you couldn't help what you 
streak of muddy water reach it Ruth felt Ann beside her, big | did And you saved both our lives 
top, puddle, and run along betwee; | hands fumbled over her own, a] I—lT'n sorry T bit and seratched 
the shits and drip. She had long} preat shoulder edged itself under} you ze } 
before, with her husband, fixed the} the end of the fragment When | The inte miled sadly and! 
loops securely in the wails and the | light came again th ntess was ther huge arm went vound the girl's | 
bar wis now in plice, holding up th lab and inside the | wrist “Vou feisty little of wil’ 
Something struck the door hex evb David jay wide-eyed and|eat!’ Then her face was filled | 
ily; little dyops of water shower-|pasping. ... lwith despa, “Tt ought to be kilt} 
ed in the an The knob rattled dead!" 
und Ruth raised the heavy gun, A Mingled with the memory of two! “Ann, Vo so happy! Tve al 
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cvashed inward, pushing the trunk | ted with straight black hair. ldo anything! We'll stand together | 
before it, The lamp went out RTA. “Ane ee amare ats ed ind we'll wo ahead and make th 3 
Ruth stool before her baby's crib; leu with her for nu lone ume the biggest ranch in the world for 
the gum held in both hands, AN] cine last month or last year or | 
filled the doorway; the continuous | cijans in last night's dream, Now | 
lightuing played upon them wierd he was quite comfortabi ea 
ly. Ann's has almost covered he Wad aulwaveriked tosbe poekedine 
face; sparkling water dripped from | jovially Whenethe hat squeaked 
the straight bl ck lock Neithe: at every rock like this one... Tt 
woman moved, The figure towel ese tratige, she thought, for 1 
ny in the doorway muttered lictlhe girl who liked to be rocked 
chantiike, guttural word a have a memory of greut, 
bem a HN Seas : hie n wainin face@with matted hair, . «| 
sae : : * } No, it Wasn't proper, somehow, to | 
| rocked to sleep with one’s moth- | 
Jer ceooni that old colored peo» | 
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Ruth opened her eve levery- | 
thing swirled about confusingly. | 
{Then slowly, taking one thought, | 
one thing at a time, she knew | 
where she was. She wa n the 
sitting room of the Dead Lantern | 
Ranch house; David lay asleep on | 
| 
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She became a thing of pure in- 


stinct, a furious mother animal 
fighting a black monster. 
giantess crouched low and came 
forward, 

Ruth pulled the trigger—with 


both hands she pulled frantically, 
and remembered when the gun was 
knocked from her hand that she 
hadn’t done something—cocked the 
hammer, she thought, Thereafter 
she thought no more; she became a 
thing of pure instinct, a furious 
mother animal fighting a black 
monster that had broken into her 
HH Gg no 

They crashed against the crib 
and David called out; once they 
tripped and for a moment separat- 
ed, but as soon as she could find 
her enemy again, the mother 
sprang. She was gripped in a 
crushing embrace which lifted her 
from her feet, The girl became a 
scratching, kicking, writhing de- 
mon—every atom of her body 
struggling with a blind ferocity 
which would not be quelled, Her 
fingers, talon-spread, searched for 
the eyes of the giantess and her 
teeth bit into a bonelike muscle 
Suddenly she was flung bodily 
across the room, Her limbs tingl- 
ed numbly and for a moment she 
could not move. It was during 
this moment that, by a quivering 
flash of lightning, Ruth saw a dark, 
jagged crack running from the up- 
per corner of the window to the 
ceiling. Without thinking, she 
knew what the crack meant, and 
heedless of Ann, she started thru 


the sudden darkness to the crib 
where David lay huddled. The 
mother stumbled and as she was 


trying to rise to her feet, the light- 
ning came again. Ruth screamed; 
lightning shone like a livid snake 
through the jagged crack, The 
snake squirmed its way along the 
top of the wall above the crib 
and reached the door. Slowly the 
earthen wall swayed inward; broke 
into great, ragged chunks and fell. 
The stout timbers of the crib creak- 
ed under the weight of a slab and 
all was blackness, grinding earth, 
and pelting rain. 

A sheet of blinding light filled 
the sky. Ruth saw Ann a few feet 
away, half sitting, half kneeling, 
a chunk of adobe propped against 
her, The big face with its matted 
hair was stupid, stunned. The moth- 
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u pile of comforts before the grate 
fire; the clock on the mantel said | 
to fou She was j 

and at every 
s being patted gent 


five minutes 
being 
forward she wa 


rocked swing | 


ly just where she herself patted 
David, She turned her head 
and looked into the face of In- 
dian Ann. 

The face smiled sadly. ‘Lie 


asleep, honey, lie asleep.” 


“Ann, I’m awake now.” 

“Hush, little white 
asleep, lie asleep.” 

Ruth put up one arm and drew 
Ann’s tear-stained cheek down 
against her own. It was half an 
hour before Ruth spoke again, “It’s 
all past, Ann, and I’m hungry—I 
think.” | 

teluctantly the giantess placed 
the girl beside the sleeping child 
and went into the kitchen. 

Minutes passed and Ruth became 
aware that Ann was not moving 
about in the next room, Painfully, 
she stood up, 

In the kitchen Ann was sitting 
on the woodbox, her big hands ov- 
er her face, 

The girl went 
don,’t Ann—it’s 
Ann dear.” * 

“T ought to be kilt dead.” 

Ruth stood in silence, her arms 
drawing Ann close against her. 
After a time she said: ‘Come on— 
let’s get some coffee. I'll make 
the fire.” 

A moment later Ann was mak- 
ing the fire and Ruth stood at the 
sink, measuring out the coffee. 
“Ann,” she asked, “why did it hap- 
pen?” 

Ann shook her head, 

“Did the voice tell you to drink 
and did it tell you to come back 
to the rock at six o’clock and then 


girl, lie 


to her. “Please 
all past—please, 


hk 
fp : 
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Ruth waited before the silent door, 
then a muffled voice cried out. 


you and me and David, I’m bound 
to win now, Ann!” 

A strange look came into the 
winntess’ face. She shook her head 
jand stepped away from Ruth, her 
eyes feur-filled. “No! No, Miss—” 

“Why, Ann?’ 

The huge woman spoke hastily. 
“You tell Mr. Snavely that you 


j}done come in th’ house before th’ 


‘dobe fell an’ stayed with me— 
doun say nothin’ "bout th’ voice 
talkin’ nor th’ fight nor nothin’— 
I got to—I got to——” Ann did 


not finish but turned and left the 
kitchen, crossed the back porch and 
entered her room. 

For a moment Ruth was too sur- 
prised to move, then she ran to 
Ann’s door, “Ann,” she called, 
“oh, Ann!” There was no response, 
but Ruth thought she heard a slight 
movement just beyond the door. 
“Ann, please answer me one thing: 
have I done anything, are you an- 


gry with me?” 

Ruth waited before the silent 
door, then a muffled voice cried 
out, “No, Miss Ruth, no! ’Fore 


Gawd, I loves you!” 

The key turned in the lock and 
there came a sound of heavy foot- 
steps moving away from the door. 

* * * 

A few hours later the two wom- 
en were working silently among the 
remains of the old adobe, salvag- 
ing Ruth’s belongings. The giant- 
ess said nothing unless it was ab- 
solutely necessary. Too all intents 
the relations of the two women 
were the same as on that morning 
when they had first cleaned out the 


when you didn’t know what you 
were doing, did it tell you to—to 
kill——”’ 

Ann nodded and two great tears 
welled from her eyes. 

“Ann, why must you obey the 


voice?” 
The Indian woman spoke, her 
eyes fixed through the window 


where the eastern sky was faintly 
tinted. ‘1 doan know why I must 
—it is the fear’’—she touched her 
breast—‘it pulls an’ I go.” 

“But what is the voice?” 

“T doan know—different things.” 
Ann’s voice dragged slowly, tone- 


rooms. Yet, Ruth knew that never 
again would she fear Ann—be- 
neath exteriors she felt that she 


and Ann were closer than sisters. 

Search as she might, Ruth could 
not find the big revolver which Old 
Charley had given her; it was hope- 
lessly buried, 

Snavely returned about noon and 
without any Mexicans. He gave 
as the reason that no one in the 
little border town wanted to come 
very badly, and then, as he was 
spending the evening trying to per- 
suade an old man and his son, the 
storm began. Snavely knew that 


lessly. “It’s the ol’ medicine man 
who was with my mother’s people 
—-he have power on my blood 
which is the blood of them people.” 

“But that old medicine man must 
be dead long ago.” 

“That is why he speak so close 
*thout our seein’—his body is no 
more in th’ way.” 

“Ann,” said the girl, rising and 
reaching hex hand up to the great 
shoulder, “when you cried out you 
said, ‘My baby’—huve you a 
baby?” 

She nodded, ‘It seemed to me 
it was my baby under there. I 
never knowed until I brought her 
in here—I grabbed her away from 
you—I brought her in here an’ 
built th’ fire an’ put her down. 
Then I seen she was white—David. 
Afterwhile I went out an’ found 
you.” 

“Your baby is a girl?” asked 
Ruth. 

“Yes,” 

The girl looked from the win- 
dow. The ancient adobe was now 
a mound of earth, “Ann, how did 
we ever get out of there alive?” 

“Tt didn’t fall all to once—the 
side towards th’ barn jest went 
down, First it was only th’ wall 
with th’ window—then jest as soon 
as T went back an’ got you th’ oth- 
er parts fell.’ 

The girl shuddered. “Ann, why 
did I stay behind after I pulled 


the heavy rain would make work 
on the ponds impossible. After 
they dried up again he’d get the 
Mexicans, Ruth was heartbroken 
—if only the work had been at- 
tended to before this rain, there 
would be water enough for a year. 
But Snavely reminded her that the 
rain must have completely filled 
the deep pond in the south pasture, 
and that often held the best part 
of a year. There was, no sense in 
getting any Mexicans at all now, 
He made little comment on the 
collapse of the old adobe. Ruth 
and David would have to live in 
the commissary rooms, 
CONTINUED NEXT WEEK 
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; and 6 months in| 
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working, 7 and 6 months in 
pursuit of pleasure, 6 years and 38 


{months in walking and exercising, | 
| 


years 


2 years and 6 months in doing 
nothing. 
. *« * 
We used to know a lovable man 


who was a bit self-centered. When 
any one spoke of having met a 
mutual friend he would invyaria 
ask; “Did he say anything about 
me?” It always reminded us of 
the negro prince off the coast of 
Guiana, seated under a tree on a 
block of wood for the throne, with 
a bodyguard of half a dozen sol- 
diers armed with spikes, who on 
being visited by a representative 


of France, said: “Do they talk 
much of me in Paris?” 
ey 
In the United States there are 


185,000,000 acres of publie lands 
which have never been taken up— 
an acre and a third for every man, 
woman and child in the nation. 

* * * 

The Industrial Welfare Depart- 
ment of the National Civic Federa- 
tion, in a recently completed sur- 
vey of old age dependence, has 
found that between 20 and 25 per 
cent of persons over 65 are de- | 
pendent upon relatives or charity, 
and that about 2 per cent are re- 
ceiving aid from publie or private 


charity. To get these facts and 
figures, 14,815 persons over 65 


years of age were interviewed. 
Young and middle aged men, it 
ought to cause you to make provi- 
sion against the days when your 
earning power will end. 


Gov. Miller Proclaims Nov. 
6-12 As ‘Education Week” 


MONTGOMERY, Ala., Sept. 23. 
—Gov, B. M. Miller has proclaim- 
ed the week of Noveinber 6-12 as 
American Education Week and 
called upon Alabama citilens to 
give serious consideration to the 
State’s distressed school system. 

“Whereas, American Education 
Week will be observed from No- 
vember 6 to 12 inclusive,” the pro- 
clamation read, “‘and, whereas, the 
financial depression through which 
our country has passed, and is 
passing, has caused our people in 
some instances to be unable to pay 
the taxes, and in some instances 
to reduce the taxes, so that the 
amount realized for education has 
been reduced and our educational 


system is facing a crisis; and, 
whereas, it behooves all good 
thoughtful citizens to study the 


present situation with reference to 
education and to use their best 
efforts to assist in improving these 
conditions; 

“Now, therefore, I, B, M. Miller, 
Governor of the State of Alabama, 
do hereby proclaim that the week 
beginning Monday, November 6, be 
and the same is set apart as Amer- 
ican Education Week and I espe- 
cially urge all of our people to 
give serious study to our education- 
al situation and to make plans to 
improve it, 

“Tt is important that the condi- 
tions of our schools be studied 
from every standpoint and that 
parents take a renewed interest jn 
the edueation of their children.’ 


A good many seem to be afflict- 
ed with “sleeping sickness’ about 
the time the alarm clock goes off. 


New York Stock Exchange may 
move to New Jersey to escape the 
percentage tax. And we'll bet some 
New Jersey legislator has a bright 
idea already. ; 
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lid concerning the Great Ren of Marvin Hol 
tron “Had it not passed, f . 
ouid have sold all T poset ; 
left Enwland forever,” He is even n 
rape 1 to have emyured p 1 th ( ck ne t 
on one of the ships sailing for these / Dy, ( 
hore It is certain that John) ; ‘ 
Hampden bought tract of land } no 
on the Nuarragunsett Cron | 
wrote to a friend in Boston telling { Wu moi Brothe 
him how the work of those here I Wo} Pexa U4. \uyrust 
ustained and comforted him and] l EU howlder uy 
those who were trumeling 1] AK ; | ‘ho 
him jAtia POT UO : dered 
| the a | 
The money was stacked, a quar 
Our Alabama streams are bem) . 
tenied With fish and more und | ATVEY the dollay and the half 
more anvlers ape awaiting the time | * top Mhe dollar wa dated 
when they can get out their fish- | 155" Mt the half and quarter 
ine tackle and enjoy the sport 1920 > TUNE wert ASU where 
There ig a whol lot ‘ot literature | he eoins had app rently brushed 
on angling; in fact, the only way | Sktmst one nother, Phe mule ds 
ome people fish is in reading about x yerrs old Dothan Wag 
it rr. Van Dyke says, ‘Book 4 eer 3 oie 
| about angiine should be divided CHINESE MEDICINE 
(necording to De Quineey’s meth 
od) into two classes: the literature | In a magazine article, James W, 
of knowledge and the literature of | Bennett, former Americ Nn viet 
power,” : jconsul in Chinn, tells of some won- 
P g..ve lderful “medicines” coneoeted and | 
Our good friend J. G, MeLendon | n bY ed hy native Chinese, 
of the Luverne Journal, with whom | He tells of u prosperous phat 
we had the pleasure of traveling ney in Hanychow which keeps a 
through Florida with the Interna | herd OF Ucer, WhOkE CArCASSOS Are 
tional Press Association at the time | *' uh urted into all-healing: pill “hy 
When he was president of the Ala- | necded Powdered and m nuded 
bama Editors Association, used a ! Unto pellets, variou _ part of the 
new word when he said: “The Dem deer are preseribed for various di- 
j ocratic pavty is large ‘peticoatized,’ | OU’: ‘ 
it is said that 500 women attended | Fev ue treated by pil made 
the national convention,” om the hoof; those made from! 
+e ' the antlers are said to give strength | 
It is claimed that the first st Trea }to the weuk; those compound “tf | 
watts willy caver heltlodin eA me) ey | rem parts of the entire ar imal, 
wis the “Petticoat Rebellion” sta | ineluding the hide, are guaranteed | 
ed in what is now Alabama, in to cure any ailment under the un, 
1714. However, we do not know j Dee are not the only contrib 
Anvthine aboutat, and) enll on Peter) Utors: to Ghinese curative agence 
A. Brannan, curator, to enlicht 1A yout remedy is pre pared from 
en us bear paws; a preventive of leprosy 
> * *® & is derived from the baked brains | 
It is claimed the average man |of a human infants dessicated liz 
pends 20 yeurs in sleeping, if } ards snakes And centipedes, mix 
liv ; to be: 60, 8 yvears in eatins pea with honey, were highly recom 
9 months in waiting to be served |™Mended for internal disorders; the | 
it table, 17 powdered heart of a tiger was said 


to vive great courage to those who 
partook of it. 


Most efficacious of all in this 1 cost electricity. With your permission Pil 
peet, however, were pills made eall again tomorrow to answer any further are in Mrs. Smith's class. 
from the heart of a daring ban questions you may wish to ask, and bring Our NEW LOW RATES 
dit, advertised thus; the Rental Plant contract for you to sign. enable this large group of 
“The famous bandit Ah Tsong Good dey, Ma’am.” customers who have been 
is no more, Should you not like using lighting and “small 


to eat of the heart of the brigand 


ariably 14h Tsong and henceforth fear no 


) 


man? 
promptness, 
pills ave in existence.’ 


Come with surprising 


’ 


Towa, with over 1,000,000 hors- 
es; has more than any other state. 


Shaped like the tail of an air- 


The seale of payments will be ber month, Watch for it! home immediately! 
plane, a new-type funnel for 
steamships, which has been in- USE MORE ELEC 


stalled on new 


ating between New York and Cal- 


ifornia, diverts smoke skyward. 


Get The News 
or Age-Herald 
AND 


THESE MAGAZINES 


OFFER 
1 e 
The Progressive Farmer, 1 yr. 


Home Friend, 1 yr. 
Gentlewoman Magazine, 1 yr. 
Mother’s Home Life, 1 yr. 
The Country Home, 1 yr. 
Good Stories, 1 yr. 

and The Birmingham News 
or Age-Herald, Daily, 1 year. 


2 $3.45 


NUMBER 
ANY SIX of the Following 
Magazines: 

The Country Home, 1 yr. 
Gentlewoman Magazine, 1 yr. 

Home Circle, 1 yr. 

Illustrated Mechanics, 1 yr. 

Dixie Poultry Journal, 1 yr. 

Progressive Farmer, 1 yr. 

Southern Agriculturist, 1 yr. 

Everybody's Poultry Maga- 
zine, 1 yr. 

Good Stories, 1 yr. 

Home Friend, 1 yr, 

Womuan’s World, 1 yr. 

and The Birmingham News 

or Ave-Herald, Daily, 1 year. 


i $4 10 


NUMBER 
ANY THREE of the Follow- 
ing Magazines: 

American Magazine, 1 yr. 

Better Homes and Gardens, 
Lvr. 

Delineator, 1 yr, 

Hollywood Movie Magazine, 
1 yr. 

McCall’s Magazine, 1 yr. 

Modern Mechanics and In- 
ventions, 1 yr. 

Needlecraft, 2 yrs. 

Woman’s Home Companion, 
1 yr, 

Open Road (boys), 1 yr. 

Parents’ Magazine, 6 mo. 

Pathfinder (weekly), 1 yr. 

Pictorial Review, 1 yr. 

Screen Play, 1 yr. 

Screen Book, 1 yr. 

True Confessions, 1 yr. 

Woman’s World, 2 yrs. 

and The Birmingham News 

oy Age-Herald, Daily, 1 year. 

Liberty,. Redbook or Junior 

Home may be substituted for 

American Magazine, 


for only three of these 


Grace liners es 


Thursday, October 12, 1933 


THIRD OF A SERIES OF ADVERTISEM ENTS EX PLAINING THE EFFECT OF OUR _NE W RATES 


bre 


‘LECTRIC 


OOKING © 


Ae oN 
¢ a Meal y 
CONVERSATION between MRS. SMITH (Crehose 
family of five is typical of some 40,000 fam- 
ics whose use of our service has been averaging from 
6 to SX) kilowatt hours per month) and our REPRE- 


SENTATIVE who is explaining to her the effect of our 
reve low rates on her wee of our service, 


REPRESENTATIVE: 
our new low rates on electricity for homo veo!” 

MRS. SMITH: “Yes, I have, I enderstand our monthly bill will bo smalier 
im the fatere.” 

REPRESENTATIVE: “Yes, i you continue to usc the same amount of 
electricity. How much has your bill been averaging?” 


MRS. SMITH: “About $2.25.” 


| REPRESENTATIVE: “Then if you continuc using the same amount of 
electricity, your future bills should average about $1.80. That's a saving 
And you get tro more kilo- 


™ 


watt honrs of service per month absolutely free! 
MRS. SMITH: “I’m certainly glad to hear it. All my other bills are going 
up these days. It's comforting to learn that at lenst one item of houschold 
} expense is coming doven!” 

REPRESENTATIVE: “We appreciate your attitude, Mes, Smith, You'll 
| be even more pleased to learn that you ean operate an Electric Range for 
Although I can estimate only 


“Good morning, Mrs. Smith. Have yeu heard about 


| of 45 cents a month or roughly 20 per cent. 


surprisingly litthe under the new low rates. 
| approximately how much it would cost, I believe you could add an Electric 
Range to the appliances you are now using for $3.11 s month more than 
This additional electricity for cooking would cost 
you only 2c a kilowatt hour, or about 3 1/3c a meal!” 


MRS. SMITH: “Au electric range would be a godsend to me, buat Pun 
afraid we haven’t the money to buy one right now.” 


REPRESENTATIVE: “Lots of Alabama fomilics are in the same fix, Mrs, 
Smith. That's why our company arranged «a Rental Plan whereby you can 
The rental for the first year is only $2 2 month and 
then decreases annually, That is all you contract to pay. By axing this 
plan you can begin enjoying low-cost electric cooking right away, without 


having to invest in a range!” 


| MRS. SMITH: “My, bat I’m glad to kmow that! I do believe we could 
afford electric cooking #t that low price. FH speak to Mr. Smith sbout 
it this very night.” 

REPRESENTATIVE: “That's fine, Mrs. 
Smith. The sooner you get the range, the 
sooner you get the benefits of the new low 


what you've been paying. 


rent an Electric Range. 


MORE than half the cus- 
tomers of this company 


appliances to add the 
“large” appliances like the 
Electric Range, for sur- 
prisingly little additional 
expense. If you are in this 
class, ACT NOW. We have 
only 500 ranges for rent, 
and they're going fast! 
Come to our office, or 
telephone and we'll send 
our Representative to your 


ALABAMA 
POWER CO. 


Our advertisement in the next issue of 
this newspaper will explain how the new 
rates affect our cusiomers who have been 
using 100 kilowatt hours of electricity 


IT COSTS 


i 


— = 


Buy the South’s Greatest 
Newspapers At This 
Year’s Low Prices 


| 


News or Age-Herald 


Daily 
News or Age-Herald 


$ 4 OO Daily and Sunday 
@ 4 

PER YEAR (312 PAPERS) 7A | 50 . 

aie" @ ee 


PER YEAR (365 PAPERS) 


| 


wi po oun PAit 


AS LONG as the prices of Alabama’s leading dailies are the 
same, why not subscribe to the largest and best? The News and Age- 
Herald not only have more fine features, but will reach you with the 
news quicker than any other Alabama daily. Place your subscription 
now so that you’ll not miss an issue, either of the newspaper or the 
magazines you choose. These rates apply only to persons actually 
living and receiving their mail on a rural route or in towns where 
carrier delivery is not maintained. Positively no orders will be ac- 
cepted at these rates from persons living or maintaining a business in 
towns where there is carrier ‘service. 


The Birmingham News 


and AGE-HERALD 


“The South’s Greatest Newspapers” 


MORNING EVENING 


, 


Eb] vovrveveveyeucvvosusevccvrvevvevevvvuvevsvsereencovevvovescevsveevesrsosseevenvvoevenveveeseenevenosene 


FARMER JONES AND HIS 


[pr sreeereseeneeesssrerrnerseraensense 


the Home Owners’ Loan Corpora 
BY W. M. BRUNSON tion is represented by two officer: 
County Attorney and County 
Hunvanvevuvovenesevensansvevavsvnnssevenvsnevavevesoesesesevevennesesusesnsvsusvevevencens veneveenneet Appraiser, All applications should 
October is the be + month. ih the droppings out in the open ench be nee to one of these officers, 
i Who will pass upo > eligi 
Which to plant grazing er ps for] Morning and throw them back un " P At mt eligibility 
livestock, 1 { ; ; and qualification of the applica 
tVESUOCK, t is also the best time} der the shelter. | am inclined to], . 
tovblant t : tion. When the County Attorney 
Plant winter peas foy soil build. | believe that the best policy is to] ang Counts Appraiser both belie, 
| ; H t 4 t ‘roo { ( 
ing, but I will not discuss that at | have velters with a quantity of | that th pl ae : ithi | 
e a © ApPpies «| 3 } 
the present time It is absolutely traw, leave yy sawdust as a tile I nd PE as 4H Canine ke si 
»Cessor ; . } ’ aW ane 5 enbvitte t iF »}° 
necessary that each farmer plant|and then pile the fertilizer under} i), p ; RACIST A ALN 
Ba a A : lige hol the Relief Act, the application will 
ats, rye or some other form of | these helters every day, A g00d | then be forwarded to the District 
; ) | ! I Araes ) ce iwstric 
winter crop for his livestock to} farmer is not going to permit hi | Mana ers OfF i M nt 
“= “ ‘ ; [ g age x nice i ) moO ay'V, 
graze on during the winter months, | cow lot fertilizer to be wasted, and | When th ‘pti ati eine Sasa i 
; \ - ea MICALION Js receive 
Your cow hoy and mut erave]if the fertilizer is left in the sun- | } D c pI » oF s 
f#reen feed in the winter time ant hine or the rain a singel | t unt Fh APRA pam IR EE 
: 1 n th ter U1 »a | ) I ‘ & SUIGIC CUNY, 10 istant from the Montgomery Of 
unless they hav ome kind of} wasted, If there is a pile of I flee will per Syriniis tes the pro 
green feed, they will not be a iwdust near your farm, | would |. Aw daseribed se th \ ae 
A . r deseribec n le applica 1 
healthy as they otherwise would urgest that you fill all your barns], “re , ee Scseda 
\ : jand if in his opinion, the propos 
re, & cunnot expect our live ind stalls eight or ten inch eep | ad loun is entirely eligib] n or 
‘Arb 4) ; , ed in is @ ‘ly eligible a a 
stock to be healthy unless we grow | with the sawdust and then in the dey is given that an appraisal 1 
: : : t a i VHISE 1? 
and furnish them the kinds of feed| spring you can take off the top|, ide by the County a raiser 
4 if : } made 4 o ( Y Appraiser, 
they crave, \ all amount of | Gown as Taras it is worth putt¢ny | phis will be the only. ty S of ap 
‘: ; d 4 ' t ; i pe ¢€ é 
grain properly planted in October] out, The farms in Southeast Ala nt 1 that the Cour v . E 
Siline ot ¥ I nee prasial that the runty Appraiser 
e of great help te our li ama will not regain their lost fer) wil) aetually make for the Gorno 
, : nes | 7 : ‘ ‘ mM MN " ne t t 
stock, and in 4 opinion all good) ality until the farmers learn t) ration When this is compl ted 
farmers will do the thin ch] art of properly saving an i i, We 
Rivest 4 ven) ead A SEMEN, LULU Le the appraisal report is immediate 
s 3 or theiy Vestock ( r ec ot rt 1 } 
ef t | 1 1 c} their cow lot ata ey Che farm ly returned to the Montgomery Of- 
» and of i r who put i W hi ( ny 4 . z . 
ioe an ; “df I eae CUR Loe itd, Che application is then for- 
Rien eOr u ) So \ nd allows them to sleep in the | warded to the State Manager’s Of 
tum able to ascer woods or in the branches is using | fee in Birmingham, for final ap 
as good as the o poor judgment, and sooner ol yyoyal whe ns ttl ame Hi] y 
iter i chp et ee I ; H Vi na se ement will be 
ep dd BEES pia iter Ae will lose Ais Tarn Unless | ordered by the State Manager 
some of both he is very thrifty, economica! Your very ytruly * 
There ave severn| diffe meth- | intelligent But, of course, any R. EB SEIBELS 
ods which we might use in plant jfarmer Who is thrifty, economical Di trict M. ‘ i t 
v1 if : anager, 
ing our fall grazing erop One |and intelligent will pen his eowa ‘ 
‘ to break the land with a two | nd save his fertilizer every uight M) Levy Morrow was hostess 
10orse plow mw tl ri {i rake | ' * - an : Sy 
Toh i Me ON : na tt ; }to the Stiteh and Chatter club at 
it in, while another is to, sow you I long to see the day when ever |the home of Mrs, PF, F, Clark last 
spall “ : . : h 3 Mrs, Ff, ark Tas 
grain before brenki tl land, | farmer will post his land, prohib Thursday afternoon, The home wa 
; i : 4 a ey ate Leu ; ’ } as 
and still a thir U y in| Hing promiscuo hunting Wild benutifully decorated with late Fall 
in the cotton fields and plow just | game i tting very scarce and we | foyer The hostess wa 
How e stess was i 
deep enough to cover th n by, farmers a rule are too busy to/hy Mrs. Clark in servin 
barring off your cotton stalk [}catch or kill game early in the Konias : a 
do not like plan of Wing the | season here are a few people es = 
grain and then plowing it in, as} Who have no regard for other peo-} er permit theiy sons and daughters 
most land at th euson of the} ple rights and they will go out] to take another cay ride at night 
year has quite a lot of o1 on it} and kill the last bird or the last]It seems to be liquor, cigarettes 
and the grai nable to cor juirre a farmer’ ac i Skeets ie 
ae he v) ait unable to ec quirre] on a farmer's place With-| profane and smutty jokes and the 
‘ wough the turf I do not like | out asking his permission or even] other things that usually eo with 
i fi ‘oakine with al re ‘ i, >| . ¢ 
i Pe 0 x ete oil with a] thanking him for the privilege of | such conduct that is attracting the 
VO-Nnorse t mye ) yr | taking saqnmo / ‘ ro . 
Rai “ p ny thi Hn f year, | ukiny his ame. All the wild game) young people of today, and unless 
as .. Op soil is turned under rath-|on your land belongs to the State|the fathers and mothers inform 
‘y Tey ; ; 4 P ‘ ' 
er deep, It is my sugwestion that|of Alabama, but no man has the } themselves as to what is voine on 
you break your land shallow, sow] right to come on your land and and do the necessary thine to stop 
ynt : ri mye " SHae ) Ss STO} 
a grain and then drag over it| take that game without your per jit, the Lord only knows what the 
wi a springe-t * joe-har ; Y) The : oh ant . . * . 
re he ! Hs Bont or jor 2 row. | th ion, There is enough game in] result is going to be. I think that 
M4 * co alks ave laree tit s0untl f H 5 ; 
will he + Sf : AK ee t f % e; A unl « sett \ or every on to do parents should have confid ‘Nee iD 
a o bar t talks off,} some hunting, but it isn’t fair for} their children, but at the same time 
y SOW , ir or o vor 1 Wo ’ , . } . . 
ad sow you grain and 0 over} just a few peopl to go out and | it is much more important to throw 
the land with a spring-tooth or joe-| get more than their share of the around them the usual safeguards 
harrow, Your cotton stalks will] game. | e ; 
help to protect the young plants I own quite a lot of land and] confidence. I know that we fath- 


from the 


rye do well under cotton stalks, I} and friends, but unless 
believe that you could sow your} my friend, T do not want him to] child 
frain in your cotton middles, run] shoot any game on my 


a harrow 


heavy rock on top of the harrow 


to make 


seed well 
soil enou 


it makes 
keep the 


T suger 


rye and sow as much as one acre} with the way some young boys and}: mother, but she iy already a dis- 
for each cow or mule you hope to/girls are conducting themselves.| grace. to society in her community 
graze, I wuld also suggest that|Suallie is absolutely indignant and] and will sooner or later bow her 
you sow one acre for each three | unless something is done about it|}head in shame and disgrace and 
heads of hogs you hope to Brae. | he going to hurt the feelings | probably wish that she had never 
Some farmers prefer to sow their | of some mighty good folks. There|been born. We parents need to 
winter grain unusually thick, but|is a settlement road that leads by|make pals of our children; we 
if you have plenty of land, T am } our pasture and Sallie is aecustom-| should associate with them "and 
inclined to believe that it will pay|ed to traveling this road pretty | know at all times where they are 
you to scatter your seed out as|often, Young boys and girls from] and what they are doing, But first 
far as you can make them go. In| town and the country drive down|we parents must so conduct our- 
other words, buy all the seed you] this road at any time and stop for] selves that we ark be justified in 
pre able to buy then put the] various purposes, The proof of !telline our anager how to conduct 
seed on just as many acres of land] theiv conduct and behavior is often | themselves Only a few vears aro 
as you can use. A well broken | left behind and the proof is not] we people in the country thought 
heavy fertilized small patch of onts only convincing but discouraging | that our sons and daughters were 
and rye near your house very | and Just a few nights] too far removed from vice and im- 
profitable for your chickens snd|ago two ears stopped on this road| morality to be tempted as children 
calves, The farmer who has plen-|and at a later time they turned]are in towns but we mow learn 
ty of oats md rye for his livestock | around and started back but one with regret that the boy and girl 
to BraZe: 0} vill I rh althy and} of the ears broke down almost in| in the country are subjected to the 
thrifty live tock next spring, | ront of our hou e and in this way | same temptations 5 those who live 
ea a . Be I B u aus J wa ee Sale in town, and it is just as necessary 
pare our stalls and cow pen auttaneeot i : i a 4 ag ay for us to be on our guard’ as it is} 
Pe ; 4 : ; j ie of her cows and passed} for the parents in town. T do 
saving our fall fertilizer. We will] alone where tl young people had|hope and trust that every father 
soon be qurning our mul and| their party, and the undisputed |and mother in this great land will 
pe anh : i is she snug neve een, There zo out and inv¢ igate, ascertain- 
Mme eon cath, fll Bree) ‘h a isky bottle ing definitely just how the young 
. NS arid ey d other things ered around people are conducting themselves, 
BPUNALIS PENNed\« \ ; t | the tale wo of the girls|and if this is done your son and 
Were rere a large elean eow are of the most prominent families] daughter will have prone on their 
: ce) jsivl i Y “11, | parents is along. The hope of our 
properly ored, while nth pre-| If their fathers and mothers only} country lies in the risine eenera- 
er to put straws and Jeay e un-| knew what was happening at par-| tion and it seems to me that this 
der their shelt ni then pick up| ties of this kind they would nev-|hope is withering in the beginning, 


| 


gh to cause it to bleach | 
or injure during the winter 


‘st that you mix your oat} mission, 
and rye.s 
or two measures of oats to one of} 


nn 


In each 


COW PEN 


first cold, and my obser 
caught or relative | cannot 


hot by my do 


over the middles with a] farmers would protect the wame 


their lands, they would be in 


Way covey the| 
and not disturb your top| en season, 
post his 


land, we would have 


son 
some shade and helps to|and shoots 


land from washing. without 


other people's 
their consent or 


eame | 7 
| 

ner 

} |d 
in 


seed about half and half ie LS are 
The 


i 


GENERAL @ ELECTRIC 


ALL-STEEL REFRIGERATOR 


‘he mother 

aughter to ride the highways at 
night with other young people who 
| moking, drinking and cursing 
Writer is sick and disgusted Vis not only unworthy to be called 


of the 24 counties 


wrong, but we sho 


4 man !3/not feel that way about it, as any 
| is capable of doing wrong 
land. 'f!In my opinion the rising eenera- 
on | tion is doomed unless somethine is 
iy | a;done to check immorality. 
the teeth go deep in the} position to give their friends a | father who pern 
ground and in this 
If every farmer would j lie is or what he is doing is 
| more| worthy to be cate! a 
months, | game than we have as it is, and no} the time is not far ahead for hic 
Leaving the cotton stalks on the }one would be prevented from hunt 
land is of some help to the soil, as|/ing except that man who goes out] + 


father : 


}When he will blush with shame by 
of the 


nduct of hi: 


‘ perinit 


‘oo will 


Prices Are Advancing 


BUY NOW! 


he We are advised by the General Electric Company that 
Refrigerators will be advanced October 10. 


prices on 


This, they explain, is due 


to increase in cost of the material and to the readjustments necessitated 


by going under the Refrigerator code, 


At present we can supply you with a General Blectric Refrigerator 
ut the old price, on payment of $10 down and with 24 months to pay 


jhe balance. 


This Refrigerator carries a four-year guarantee. 


Alabama Utilities Co. 


The 


: ; tits his son to ram 
good hunt any time during the op-| ble at night without knowine where 


un: 


her 


Home Loan Applications To 


Be Made To Local Officials 


in 


cluded in the Montgomery District, 


y all the wild game on my land may] ers and mothers think our children | 
vation has been that both oats and] be 


uld 


init 


THE 


° ° BIRTHDAY PARTY FOR JEF- BASIN SINGING 
Brief Analysis Of FERSON DOUG. KENDRICK— 
| As the first Sunday in October 
B k D . Little Jefferson Douglas Ken-|was the last singing day, the peo 
an eposit he dvick eclebrated his fifth anniver-|ple of the Basin community de- 
sary on last Friday afternoon when cided to have an all day singing. 
his mother, Mrs. T. D, Kendrick, | Singing was opened by Chairman 
surance Law entertained with a party at her; W. W. ASG: SlBpl eaters sons. 
| home Officers for the day were: J, G. 
. TED ‘ | Interesting games and contests | Redmon, chairman; W. W. Moody, 
. ete ER NO, Sb were enjoyed, after which delicious |J. I. Meek, A, A, Parker, T. H, 
Ns article of the Glass-Steagall! jeg epeam and cake were served, | Deal, arranging committee, 
Banking Act deal With those pro-| Polls and slingshots were riven as Lesson by the following: Robert 
visions whieh divorec ecurities | fayeys Moore, GC. L. Holloway i, Con 
iNiltates from member banks and | ner, f, D. Rowe, Reece Lesson 
provide control over affiliate Mi Otha Young and Miss Ha-| by Taylor Wise, W, C. Clark, J, 
Which member hanks ave permitted | xyel Rushbee were recent visitors in Ww, Moody, J. W, Grime: and How 
vor HEVes ; | Brundidg ard Brooks. Recess, Lesson by 
meses: 20 say “After June 16, : J, K. Wise, J, C. Donaldson, H. R 
1934, no member bank shall be af- Mr. and Mrs. fd Morgan of En-} Batchelor, J, N, Livings and Ar 
filiated in any manner with any terpri are spending this week in| thur Helms, Recess for noon hour, 
j organization engaged principally } pia with her mother, Mis. Corrie Lesson by five: A. A, DuBose, A 
in the underwriting, selling and | pyyay 1A, Parker, D. F. Wilks, J. J Moore 
distributing of stocks, bonds, or| : and R, A, Brown, Ri ces Les 
other securities,” A penalty of | Mr. and Mrs. Morgan Windhamjson by D, C, Marley, T, H. Deal 
$1,000 to be assessed in the dis- |] and family have moved to Elbaj Carlie Teel, B. A, ‘Young, Li. AY 
cretion of the Federal Reserve from Diumaseu Farris and A, J. Fuller Recess 
| Board is provided. If violation ; Lesson by Aaron Davis, J. M Don- 
j continuc {0} ix. months after} State Gume Wardens Iva Adams | aldson, Edmond DuBose, Alvie 
warning by the Federal Reserve | snd Bill Glover of Greenville were | Wilks, R. i, Jackson and Willie 
Board, the additional penalty Of Jin Elba on business Tuesday, Brooks, Closed by chairman. 
forfeiture of a national bank’: \ : ZOLA MEEK Seey, 
charter, or forfeiture of Federal Dr d Mrs. J, M, Kimmey and : ' 
Reserve membership of a State | tittle son of Columbiana are visit: Mr. and Mrs, T, BF, Potts and 
aba bank, as the case may be, ‘noe My id Mrs. J, O, English and} daughter, Eleanor, have returned 
maa) 1” imposed, Pant heip | i in@hs af. 
Control Of Stock Certificates of | als . = ts SARI E RARE ERE 
on miler iene . Mrs. F. H, Talbot, Mrs. W, B. with his sister, Mrs. T. H. Deal, 
3 ' ind 18 provides that] Morean and daughter, Mary Lou-|and family. 
after June 16, 1984, no certificate ise, Lucious and Foy Enelish are : 
of stock of a member bank shall] yisitiny the World’s Fair, Mr, and Mrs, Lewis Brooks and 
represent the stock of any other} —__ Co av ae Mr, and Mrs, P. G, Mathis visited 
corporation except another mem- OUR NEW CATALOG of fruits, |} in Enterprise Sunday 
ber bank or a corporation existing pecan tres tung oil trees and or- 7 : ae 
June 16, 1934, engaged solely in}namentils now ready, Ask for it. Mr. and Mrs. L. A. Boyd, Sr 
holding the bank permises of sueh| Wight Nurseries, Cairo, Ga, of Enterprise were visitors in Elba 
member bank. After the above ]- = a rere PF <i 
named date the sale or transfer of WANTED: — Representative to ; ma 
a certificate of stock of a member|look after our magazine subserip- Mr. and Mrs. J. D. Blue and 
bank may not be conditioned upon] tion interests in Elba and vicinity. | children, Mrs. Lon Avant and Hen- 
the ownership, sale or transfer of |Our plan enables you to seeure a} py Gunnels of Opp spent Sunday in 
a certificate of stock of any other} good part of the hundreds of dol- iba, guests of Mrs L, Gunnela 
corporation, except a member|lars spent in this vicinity each fall {5 Ae Ae - 
bank, and winter for magazines, Oldest Mr. and Mrs. W. F. Cooper of 
Affiliates Of Member Banks agency in U, S$, Guaranteed low-| Brantley were visitors in Elba last 
Must Report est rates on all periodicals, domes-] Friday. es, 
Non-member affiliates of mem-|tie and foreign. Instructions and . ——__—_____ 
ber banks are required to report] equipment free. Start a growing Rey, J. lh. MeLeod of Troy visit- 
| three times a year, or oftener if}and permanent business in whole} ed Rev. and Mrs, L. W. Tubb on 
required, at the same time as re jou spare time. Address MOORBE-| Tuesday. 
ports of member banks are requir-} COTTRELL, Ine., Wayland Road, 4 — 


ed. National banks report to the 
Comptroller of the Curreney while 
State banks report to the Federal 
Reserve Bank and the Federal Re- 
serve Board. Hach report is re- 
quired to disclose fully the rela- 
tionship between the bank and the 


| that protect and strengthen that! ‘filiate and the effect of the rela- 


tionship upon the bank, 

Affiliates Shall Be Examined 

Affiliates are to be examined in 
connection with examinations of 
member banks. Relations between 
banks and such affiliates are to be 
fully diselosed as well as the effect 
of such relationships upon the 
banks. 


Penalties 
The expenses of examination 
may be assessed against the mem 


ber bank, If examination of af- 
filiates is not permitted, or if ex- 
penses of examination are not paid, 
the Federhl Reserve Board may 
require all State member banks 
afiliated with such affiliate to for- 
feit their membership. The char- 
ters of national banks so affiliated 
with such affiliate are 
forfeiture, 

If a national bank or its affili 
ate does not comply with recom- 
mendations or suggestions of the 
Comptroller within 120 days the 
Comptroller is authorized to pub- 
lish the report of the examination 
after 90 days prior notice. 
Extension Of Credit To Affiliates 

See. 13 provides that no mem- 
ber bank shall make loans to pur- 
chase securities under repurchase 
agreement from an affiliate, or in- 
vest in the securities of an affili- 
ate, or make loans to any one up- 


subject to 


on such securities if— 

(1) In the case of any affiliate 
the aggregate amount of such 
transactions exceeds 10 per cent 


of the Bank’s capital and surplus, 
or if (2) in the case of all such 
ailillutes the aggregate amount of 


such transactions exceeds 20 per 
cent of the bank’s capital and 
surplus, 


Hach loan to an affiliate shall be 


Save Money 
—put on new 


‘ott eT eee eer tT Tet eT Tt Lit tT TTL TL LT TT) 


GOODYEARS 
Now! 


| 

H 

} 

t 

t 

f ‘ 
@ Slippery roads, colder 


weather, more driving on 
dark roads — Fall and 
Winter make smooth, 
thin tires more danger- 
ous. Get safe-gripping 
new Goodyears while 
prices are flow, enjoy 
their protection all 
Winter — they'll still be 
almost new next Spring 
. . » More people prefer 


Goodyear Tires than the 
next three largest-selling 
makes combined — more 
people buy Goodyear 
Tires 
RA! 


than any other 
kind — you, 
too, will find 
Goodyears 
, best in val- 
\ ue, Buy and 


| GOODYEAR 
PATHFINDER 


Supertwist Cord Tires 
Mileage stepped up 30%, 
— tread 20% thicker 
with Full Center Trac- 
tlon. 


Fut. | gene 
BM OVERSIZE] yup | TODAY 
Othersizesin | ,= 37 
Proportion. 4.40-21] $5.39 $5.55 
Expertiy | 475-19) 6.97 6.70 
mountedfree 
mounredfree 1 590-19] 7.38| 720 


upranteed. 7 5,50-19' 9.40! 9.40 
or 


DORSEY BROS., Inc. 


ELBA, ALABAMA 


lations between the holding com. 


ELBA CLIPPER 


05-12, 


North Cohoecton, N. Y. 


ORDER OF PUBLICATION 


Mary Smother vs. R. L. Smother. 
County, Alabama, at 
Equity, 

In this cause it appears to the 
Register by affidavit of complain 
ant’s attorney that respondent is a 
non-resident of Alabama, and _ his 
postoffice address ig unknown, and 
that in the belief of said affiant the 
respondent is 21 years of age; it is 
ordered by the Register that publi- 
cation be made in The Wlba Clip- 
per, a neWspaper published in Cof- 
fee County, Alabama, once a week 
for four consecutive weeks, re- 
quiving respondent to plead, an- 


Eiba, In 


may be taken against 
spondent, 

Done at office in Elba, Alabama, 
this the 10th day of October, 1988, 
L, B. CLARK, 


Register, 


fesso re- 


012-19.26n2, 
' 


ket value at least 20 per cent great- 
ey than the amount of the loan, 
least 10 per cent greater if 
the loan is secured by obligations 
of any State or political subdivi- 
sion, 


or at 


secured by collateral having mar- 

These requirements do not 
apply to loans secured by obliga- 
tions of the U. S. Government, 
Poderal intermediate credit banks, 
Mederal Land Banks, Federal Home 
Loan Banks, or the Home Owner's 
Loan Corporation, or by notes, 
drafts, biils of exchange, or bank- 
ers acceptances, eligible for redis- 
count or purchase by Federal re- 
serve Banks, 

for the purposes of this section 
the term “Affiliate’’ ineludeés hold- 
ing company affiliates as well as 
other affiliates, 

Affiliates To Which The Foregoing 
Provisions Do Not Apply 

(1) Affiliates engaged solely in 
holding the bank permises of the 
member bank affiliates, or 

2) Engaged solely in safe de- 
posit business or the business of ! 
an agricultural credit corporation 
or live stock loan company, or 

(3) A corporation authorized 
to do a foreign banking business 
under Section 25(a) of the Fed- 
eral Reserve Act, or 

(4) A corporation engaged 
solely in holding obligations of the 
U, S. Government, Federal Inter- 
mediate credit banks, Federal 
Home Loan Banks, or Home Own- 
er’s Loan Corporation. 
Agreements Necessary For Voting 

Permits 

Section 5(¢) and 19 provides: 
Shares of stock of a member bank 
controlled by a holding company 
affiliate shall not be voted unless 
a voting permit has been secured 
from the Federal Reserve Board in 
its discretion. Such permit is to 
be granted or refused upon the 
basis of the financial condition of 
the holding company affiliate, the 
character of its management, and 
the probable effect upon the af- 
fairs of the bank, 

In its application for a voting 
permit a holding company affiliate 
of a member bank must agree— 

(1) To be examined at its own 
expense simultaneously with its af- 
filiated banks, 

(2) That the reports of such 
examiners shall disclose fully the 


pany and affiliated banks and the 
effect of such relations upon the 
affairs of the banks, 

(3) That such examiners may 
examine each bank owned or con- 
trolled by the holding company at- 
filiate, and 

(4) That publication of indi- 
vidual or consolidated statements 
of condition of such banks may be 
required, 


eC 


Sunday, 


In the Circuit Court of Coffee Steven 
spent last week in Elba with their | 


p 


Ss 
1D) 


Saturday. 


Sy 
N 


swer or demur to the bill of com-| thanks to our friends of Elba for 
plaint in this eause by the 18th]all their kindness and thoughtful- 
day of November, 1988, or in 80}ness at the death of our baby and 
days thereafter a decree pro con-| little sister, Nell. 


ae 


Miss Dorthy Clarke of Montgom- 
ry was the guest of Elba relatives 


Philip Ham, Vincent Swain and 
Lee of Carrabelle, Pla, 


arents, | 
Misses Mary Palmer, Johnny 
healy, Madge Page and Mrs. Tom 
spy were visitors in Montgomery 


Mr. and Mrs, J, C, Fleming are 
vending a few days in Ashville, 
orth Carolina 


CARD OF THANKS 


We wish to, express our sincere 


Mr. and Mrs. GC, H, Conner, 


et 


MRS, J. D. SMITH HOSTESS 
TO ROOK CLUB— 


Mrs, J. D. Smith entertained on 
Vriday afternoon at her home on 
Plant Avenue, the members of the 
Pastime Rook club, with Mrs. W. 
C, Braswell, Mrs. O, BE, Vaughn 
and Mrs, Frank Rainer, Jr., 
ditional guests 

Vari-colored Fall flowers deco 
rated the living room and dining 
room, where four tables were plae- 


as ad 


ed for the games of rook. Pol- 
lowing the usual number of pro- 
gressions, Mrs, Vaughn and Mrs. 
Rainer assisted the hostess in ser 


ing delightful refreshments. 


Mr, and Mrs, 
lnterprise 
in Elba with 


pent the week-end 
relatives, ! 


Mr. and Mrs. W, W. Blair were 
Visitors to Panama City, Fla, the 
pust week-end, 


Misses Madge Page, Mary Palm 
or, Johnny Shealy, Mrs. Tom Hspy 
and son, Lamar, and Henry Clark 
were recent visitors to Opp, 

/ 

Miss Sara Talbot of Troy was a 
guest in the home of 
Rushing the past week-end, 


Mrs, Corinne Cureton 
, Lander, have returned 
home in Greenville 
days visit in Tlba, 


and son, 
to their! 
after a few 


Misses Gladys Clark and Louise 
Morgan, Messrs, A. W, Hobart, C. 
C, Brooks and J, C, Robbins spent 
Sunday in Pensacola, Fla. 


ROOM FOR RENT.—Scee ©, B.} 


Dudley Bernard of | 


Mrs. G, C, | 


Thur 


PROGRAM 


Thursday-Friday, Oct, 12-18 


CUMMINGS in 


Comedy: — “STOPPING 
SHOW,” with Bimbo & Koko, 


Saturday, Oct, 14 


THRILLING WESTERN 


“DYNAMITE RANCH’ 


HIS OWN” 
Sunday-Monday, Oct, 15-16 


COUNTRY” 


HIKER,” 


ADMISSION «:. «3. 


—— 


Have Your 


MeDowell at Clipper office, 


- —— Se 


=o eS 
iain Relief 


| (un Minutes 


CENUINE BAYER 
ASPIRIN 


RECAUSE of a unique process 
** in manufacture, Genuine Bayer 
Aspirin Tablets are made to dis- 
integrate—-or dissolve—INSTANT- 
LY you take them. Thus they start 
fo work instantly, Start “taking 
hold’ of even a severe headache, 
neuralgia, neurilis or rheumatic pain 
i few minutes after taking. 

And they provide SAFE relief— 
‘or Genuine BAYER ASPIRIN does 
not harm the heart. So if you want 
QUICK and SAFE relief see that 
you get the real Bayer article. Look 
for the Bayer cross on every tablet 
as shown above and for the words 
GENUINE BAYER ASPIRIN on 
every bottle or package you buy. 


Member N.R.A. 
GENUINE BAYER ASPIRIN 


Hleanor and Millard Conner. 


DOES NOT HARM THE HEART 


Examined 


—BY— 


DR.S. A. BARSON 


who will be at the Peo- 
ples Drug Store in Elba, 


The First 
Wednesday 


in Each Month. 


DR. S. A. BARSON 


OPTOMETRIST 
404-6 First Nat'l Bk. Bldg. 


Montgomery, Ala. 


I am in my Montgomery of- 
fice every Thursday, Friday 


and Saturday. 


Comedy:—"TORCHIE ROLLS 


sday, October 12, 1933 


ELBA THEATRE 


GEORGE RAFT and CONSTANCE 


“NIGHT AFTER NIGHT” 
THE 


S 


“TESS OF THE STORM 
Three-Ree! Comedy:—‘FANNIE'S 
WEDDING DAY” and “HITCH. 
10c & 25c¢ 


ssesiiotitteteattsestsstectestietsstesses tiie’ 


Seed 


Campaign Closes 
Tuesday, Oct. 31 


New Chevrolet Master Sedan 
and Standard Coach 


GIVEN AWAY FREE! 


This campaign, which has created a sensation in this community, 
has less than one month to run, as it will close on TUESDAY, OCTOBER 
31, at which time two of Chevrolet’s customers will be awarded a New 


Chevrolet Master Sedan and a Standard Coach, absolutely FREE. 


There are no tricks connected with this offer and no strings tied to 


the handsome prizes. 


It doesn’t cost you a penny to participate. Call 


at our office and we will gladly explain all details. 


tunity that you cannot afford to pass up. 


This is an oppor- 


It won’t cost you a penny, 


DORSEY BROS., Inc. 


ELBA, ALABAMA 


FOR 
THIRTY-FIVE YEARS 
COFFEE COUNTY'S 

LEADING NEWSPAPER 


[}rtsteerreneresesrrseesernes 


VOLUME XXXVII, 


Pande Available For Ter | 
Cents Per Pound Loans 
To South’s Cot’n F armers 


Step-! 


WASHINGTON, Oct. 17. 


ping to the aid of cotton farmers, | ing: 


the Administration today organized | 0 
the Commodity Credit Corporation | & 
and made $250,000,000 of Recon-]e 
struction Finanee Corporation | 0 
funds available to bring the price} n 
of cotton to 10 eents a pound for 

low middling and better, a 

Conservative official 
placed the enhancement in value }# 
of cotton still in producers’ hands | ¢ 
at about $30,000,000 based on yes-| Y 
terday’s quotations, 

Under the plan, the Government 
will) lend 10 cents a pound to far- 
mers who still have their cotton, 
if it is low middling and” better in 
grade and 7-8 inch or better in 
staple, 
be made on low middling or better | ¢ 


cotton of less than 7-8 inch staple. | oq 


No loans will be made on cotton], 
classing below low middling. 


The money is to be loaned at 
four per cent interest to farmers] s 
participate in the 


who agree to 
agreement. 


acreage curtailment 
The notes mature on July 81, 1984, 
or are callable when the price of 
middling seven-eighths spot cotton | { 
reaches 15 cents a pound on the} y 


New Orleans Exchange, would seem that these deadly ser- 


More than a million note forms | ; 


and loan agreements will be sent} ous than ever, 


out before the end of this week 
to county agents and lending agen- 
cies of the Reconstruction Corpo- 
ration at Federal Reserve Bank 
and branch points in the South. } 
Loans may be negotiated directly 
with lending agencies of the R.B.C. 
or through brokers, merchants, 
warehousemen, cooperative associ- 
ations, banks and other lending 
agencies, 

Loans will be made only on cot- 
ton delivered by the producers at 
warehouses, Producers will be 


estimates | lief Administration would shortly 


Two More Big Rattlesnakes 
Reported Killed This Week 


\ My continue to 
Loans of eight cents will] pattler with 


Monroe 
son, Odie WW 
Newspapers throughout the country 


Cotton farmers are now receiv 
the last of checks for $111,- 
00,000 for curtailing their acre 
ge during this year and officials 
stimated they would receive $90, 
00,000 for acreage reductions for 
ext year, 

In some official circles it was 
Iso regarded ag likely that the Re 


nnounce a plan of cotton purchas 
s for relief purposes for the 


Vinter, 


Reports of rattlesnake killings 
come in, <A 4-foot 
4 rattles, several rat- 
les having been previously knock- 
off, was killed in a bed in a 
nule barn, belonging to Sam We- 


wers, on the Math Cook place, 


Another rattlesnake, five feet 
ix inches long, with eight rattles, 
Petty place by Joe Brun- 
sand S, BE. Eggers. 


frequently tell of rattlesnakes of 


arious sizes being killed, so it 


vents ave, becoming more numer- 


The Augusta, Ga., papers recent- 


ly published an account of a rec- 
ord-breaking rattler being killed 
near Waynesboro, Ga., that meas- 
ured 10% feet in length, 18 inch- 
es around, 5 inches getween the 
and had 61 rattles, the rat- 
s being 14 inches long, The re- 
port of that monster has caused 
EHlba’s champion rattlesnake killer, 
; Dr. W. R. Crook, to have very lit- 
tle to say (about snakes) recently, 


Claude Conner Injured | 


permitted to select any ucceptable 
warehouse, but no allowance will 
be made for freight and no differ- 


‘Under Wheels Of Car 


A letter recevied by Mrs, O. 


ence in valuation will be made be- Dowling from Mrs. C, H. Conner, 
cause of the location of the ware-| who yecently moved from Elba to 
house. Producers who have already) Marianna, Fla., stated thay Claude 


. W1tg ey 
SPAT Oay To ‘sons 
MOUNIUdec 


Methodists Enjoy Big 
Day At Liberty Church 


The fourth quarterly conference 
of the Elba charge, held at Liber- 
ty Church last Saturday, was well 
attended and a spiritual and bodily 
feast was enjoyed by all, 

After a fine song service, led by 
Mr, D. C, Bllenburg, and prayer by 
Mr. 'T, H, Deal, the pastor, Rev. L. 
W. Tubb, introduced Presiding 
Hilder J. Fleteher MeLeod, who, af- | 
ter a few brief remarks, delivered 
one of the ablest and most elo- 
quent sermons that it has ever been 
the writers privilege to listen to. 
Brother MeLeod bears the distine- 
one of the very 


tion of being 


strongest preachers in the Alabama 


Conference, and hig sermon at Lib- 
erty proved that his reputation is 
well deserved, 

Following the sermon, a 
number of the congregation par- 
took of the Suerament of the} 
Lord’s Supper, after which parcnts 
brought four children forward to 
receive the impressive ceremony of 
baptism. The service was then ad- 
journed for dinner, A bountiful 
feast of good things was spread on 
a long table out under the spread- 
ine oaks and the hungry multitude 
fell to with a will and ate with 
appetites that were pleasing to be- 
hold, No indications of depres- 


large 


was killed in a cornfield on the}sion or hard times in the vicinity 


of that table. 

After ample time had elapsed to 
allow the hearty meals to settle, 
the house was again ealled to or 
der for the business session, Broth- 
er MeLeod presiding, After a 
short song service, Mr, T. H, Deal 
of Elba was elected ag secretary. 
As pastor, Rev. L. W. Tubb re- 
ported ‘favorably on the general 
progress that had been made at 
Liberty the past year, and that as 
Blba is a part of the same charge 
and owing to the fact that a major- 
ity of the Elba stewards and other 
officers were unable to be present, 
it would be necessary to hold an 
adjourned session at Wlba, On mo- 
tion, it was voted to hold an ad- 
journed meeting at Elba on Friday 
morning, November 8, at 10 
o'clock. Presiding Elder MeLeod 
will be present and preach at this 
meeting and the public is cordially 
invited to attend. 

Mr. H. 1, Boland made an en- 
couraging report on behalf of the 
work the Sunday School is doing 


| izens, 


stored cotton and hold warehouse was painfully injured soon after 
receipts may procure loans. Ware- taking up hia work at his new lo- 
houses that have State licenses O°} gation, 


at Liberty. : 
It was decided to hold the third 
quarterly meeting of the Elba 


He was lying upon his 


. 7 ) Satin . ; 
approval of the R. F. C, district back, working on a car, with his 


agency are qualified under the 


Warehousemen were “advised to 


; feet protruding, when a car driven 
rules of the Corporation. Shen 


gas customer ran over his 
feet, fracturing one of his great 


communicate with the loan agency] too, and painfully injuring both 


of the Reconstruction Finance Cor-| foot, 


Friends in Elba have ven- 


poration as to unlicensed warehous- tured to wonder what was the mat- 
es and approyal will either be giv-| toy with the eye-sight of that car- 


en by letter or publication of the 
list of approved warehouses.” 

The board’s statement disclosed 
that the loans would be made, 
“without recourse” upon the mak- 
er or any other endorser, making 
the cotton stand for itself at 10 
cents a pound, 

A banker or warehousem 
has collateralized cotton may pass 
his loan along to the Government 
without recourse upon himself if 
the note is defaulte 
the Government has to take the 
cotton in, 

Secretary Wallace has explained 
that the difference between the 
pegging operations of the Federal 
Farm Board, abolished by Con- 
gress, and the Commodity Credit 
Corporation was that the Credit 
Corporation’s operations would be 
tied in with the acreage control 
program of the farm Administra- 
tion. The Farm Board had no 
control over production, 

Ginnings up to October 1 had 
reached 6,000,000 bales and the es- 
timated yield was 12,800,000, A 
great deal of cotton has been sold 
since October 1, officials said, and 
they regard it as highly improbable 


that much more than 6,000,000 
bales remained in the hands of the 
growers. 


December cotton was quoted to- 
day in New Orleans at 9.13 cents. 
The loan operation jumped the val- 
ue of staple still in the hands of 
producers by almost a cent. 

The cotton that has already pass- 
ed out of the grower’s hands and 
the 8,000,000 bales of carry-over 
cotton were not directly affected 
by the credit corporation, except 
insofar as withholding 6,000,000 
bales from the market would in- 
crease their price. 


d next July and |Special importance are 
sented. 


a visit with Mr. 


driver, 


American Legion Post Will 


Meet At Armory Fri. Night 


The local American Legion. post 
will meet at the Armory Friday 


an who | night, October-20, at 7:30 o'clock. 
All 


Legionnaires and ex-service 
men are invited and urged to at- 
tend this meeting, as matters of 
to be pre- 
Be on hand promptly. 

Mrs, Carlton Larkins and two- 
year-old daughter, of Washington, 
D. C., arrived in Elba Saturday for 
Larkins’ mother, 
Mrs. H. Larkins, and other rela- 
tives. Carlton's ship, the Rieh- 
mond, is stationed in Cuban waters 
during the present troublous times 
in that island, so Mrs. Larkins and 
little daughter are visiting in Elba 
during her husband’s absence, She 
drove her automobile all the way 
from Washington, accompanied on- 
ly by her little daughter, 


METHODISTS CALLED OFF 
SUNDAY NIGHT SERVICE 

In deference to Mr. B. W, Page, 
who was in a dying condition at 
his home just across) the street, all 
musie and singing at the Method- 
ist Sunday School and church ser: 
vices was dispensed with Sunday 
morning and the evening preach- 
ing services were called off. 

Mr, and Mrs, Naftel of Fort De- 
posit spent Sunday at the home of 
Mr. Naftel’s sister, Mrs, W. B. 
Perdue, 


Mrs. A. C. Vaughan spent the 
week-end with relatives in the Lib- 
erty community. 


pstesiessitistateistsstisistissetstsssisetiettissstssttsetistesiettsstiestetsteteesset sess stereos 


Dorsey Sez: 


FREE! 


If 


ttisees 


FREE! FREE! 


Two Brand New Chevrolets 


you have not already done so, 


come in today and let us tell you 


nil about these Free Cars, 


We open at 7 a.m. and 
close at 6 p.m, 


charge at Liberty next Summer. 
Presiding Elder McLeod said that 
Saturday was his first visit to Lib- 
erty, but that he was more than 
pleased with the work being done 
and would look forward to his next 
visit, next Summer, 


COUNTY B.Y.P.U. CONVENTION 
MET AT GOODMAN OCT, 6— 


The Coffee County B. Y. P. U. 
Convention held its quarterly 
meeting ati Goodman Friday night, 
October 6. The meeting was call- 
ed to order by Miss Bonnie Faye 
Redd, county president. The song 
service was led by Miss Louise 
Brown, chorister, and Miss Rebecca 
Bullington, pianist, both of En- 
terprise. Minutes of the last meet- 
ing were read by Miss Obal Kate 
Jackson of Hlba, Representatives 
were recognized from the follow- 
ing churches: Elba, Enterprise, Mt. 
Pleasant, Damascus and Goodman, 

The devotional was conducted 
by Mr, Q. P. Jones of Goodman, 
whose subject was “Looking Unto 
Jesus in Our B, Y. P, U. Organi- 
zations. 

The main topie of the meeting 
was “Looking Unto Jesus for Pow- 
er in Our Organizations. 

“Little Things” was discussed hy 
Leon Martin of Enterprise. 

Miss Louise Brown of Enter- 
prise favored the meeting with a 
vocal solo. 

Mr. Gordon Swain of Elba gave 
an interesting discussion on “Pre- 
paring Our B. Y. P. U. Programs.” 

Miss Madge MelIntosh, a junior 
from Enterprise, rendered a piano 
solo. 

A very interesting feature of the 
meeting was the presentation by 
the Faithful Workers Intermedi- 
ate B. Y. P, U. of Enterprise of a 
play entitled “The B. Y. P. U.’s 
on the Bound.” The play was writ- 
ten by their leader, Miss Alyce 
McInnis, and was arranged by the 
Instruction Committee of the 
Union as part of their regular du- 
ties as a committee. Those taking 


part were William Baker, Ruth 
Moates, Jessie Lee Oliver, Mary 
Pat Sessions, Frances Conley, 


Christine Harrell, Sarah Rowe and 
Jessie Claire Heath, 


WARD--WHITE 


An announcement of interest to 
the people of Elba was that of the 
marriage of Miss Lois White of 
Doziém to Mr, H. C. Ward, of that 
place, which took place Friday ev- 
ening at 6 o’clock at the bride’s 
home. 

Miss White formerly taught in 
the Elba schools and she has many 
friends here who join in wishing 
her much happiness. 


Claude Dorsey and Henry Clark 
visited in Birmingham Sunday. 


Miss Louise Tucker, student at 
Troy S. T. C., was the guest of 
her parents, Mr. and Mrs. W. M. 


Hraesessessssseesststststesttstesee Aste tese tT Tucker, last week-end, 


ELBA, ALABAMA, THURSDAY, OCTOBER 19, 1933 


Former Co. Treas- 


urer Brought To)...” 
Elba For Burial «: 


Mr. John C, Davis, formerly one | ahead of last year's record, ad the 
of Elba’s and Coffee County’s most! following report will show: 


Coffee County Ginnings 
Show Big 1933 Increase 


pite of the large number of 
of the 1988 cotton erop that 
plowed up to conform with the 
Government's effort to reduce the 
jcrop and thereby raise prices, this 


yout pinning 


( 


distinguished citizens, died at his There were 13,976 bales of cot-|jstration submits the following re 
home in’ Birmingham October 11,) ton, counting round us half bales, port for the week ending October | 
1938, after an illness of only six) ginned in Coffee County, from the] y4th. 1988 


New Relief Organ- 
ization Function- 


VePEEPEP AH EORE EEC eHEED mde 

1 1day FOR LATEST i 
NEWS OF INTEREST | 

READ : 

THE ELBA CLIPPER H 

‘OM MIT Trail 


ing Efficiently 


lhe Social 


of the Coffee County 


Service Department | 
Relief Admin 


days, of nephritis, His remaing ar-| crop of 1988 prior to October 1, : ; hg 
rived in Elba on the train Thurs-| 1988, as compared with 9,043 bales No. of application pending = 
day, October 12, and funeral ser-| pinned to October 1, 1982. investigation seul 
vices were held at the Baptist W. L, AUSTIN, Director. No. of applications approved 111 
Church immediately following, Owe No, of applications not ap- 
conducted by Rey, L, W. Tubb, as: | Dr, Crook Has Thrilling proved : =f | 
sisted | *rof, Jas. C. Dix oO = ‘ ‘ : Total numbers of applications 
ReeraniS Sane rete " ach g. Experience With Shark received 2 82 | 
ace ess, Rev, has} + : et ; Se 
Dr, und Mrs, W. R, Crook and } No, certified for work 111] 


Franklin was unable to be present, 
Mr. Davis was born at Troy on 
February 10, 1858, and became one 
of South Alabama’s prominent» cit- 
He was a resident of Elba 
for many years, acting as Coffee 
County’s treasurer for something 
like sixteen years, during which | 
tenure of office he made a fine ree- 
ord for fidelity and efficiency. His | 
son, Charles Davis, also made an 
enviable record as peace officer in 
Elba, and it is said that he was a 
rerular born officer of the law. 
Many incidents are told of his pe- 
culiay knack and adaptability in 
handling law-breakers during the 
wild and wooly saloon days. 

Mr. Davis has been a resident 
of Birmingham for several years 
and the only close relatives left in 
this community is Mrs. W. M. 
Tucker, a sister of Mrs, Davis, but 
many old friends and aequaintane- 
es gathered at the Baptist Chureh 
‘to pay their last tributes of respect 
to this good and honorable man. 

The deceased was a son of Rich-| 11:80. A daughter, Miss Madge 
ard Davis and Mary Bradshaw. He} Page, is and has been a teacher 
is survived by three sons, B. O.,/in the Elba schools for seyeral 
Charles R, and Idas Davis; three | 
daughters, Mrs. John Mock, Mrs. | 
A. B. Lee and Mrs. Will Cain, and | 
a sisten, Mrs. ‘Mnoe Biland, | A marriage of much interest to 

The following named friends of | their friends was that of Miss Lou- 
the deceased acted as pallbearers:| ise Moore, daughter of Mr. and 
Messrs. W. T, Whitman, Chas. L.| Mrs. Joe Moore, to Mr. H. F, Clark 
Rowe, M. A. Owen, C, EB. Dorsey,| of Mlba, the ceremony taking place 
J. W. Kendrick and D, F. Prescott. |in Wlba Saturday afternoon, Octo- 
Honorary pallbearers were Dr. C.| ber 14, with Elder J, A. J. Mitchell 
P, Hayes, Y, W. Rainer, W. J.| reading the vows, 

Bullard, Joe Jernigan, W, W. Ham, The bride is an attractive young 
CG. N. Smith, A. J. Morrow, BE. D.| lady of the Lee school community 
Rowe and D. C, Marley. and received her high school edu- 

The remaing were interred in| cation in Elba, where she has a 
Evergreen Cemetery with Bonneau-| wide circle of friends. She finished 
Jeter in charge of arrangements. | her education at Troy State Teach- 

nn ers College. 
Elba P.-T. A. Held First Mr, Clark is a son of Mr. W, C. 
Meeting Of Year Tuesday Clark of Elba and is well known 


here, 


family and Postmaster J. W, Mad- 
dox and family made a fishing trip | + 
to the Gulf one day last week. 
They report a very enjoyable trip 
and brought back ‘oodles’ of the 
finny tribe. Dr, Crook gives a viv- | 4 
id description of lis tussle with a 
three-foot tiger man-eater shark 
which he finally landed in the boat 
after a thrilling battle in which his 
| pole broken and his tackle 
otherwise damaged. Dr. Crook 
says the shark was hooked through | , 
the lip, outside the teeth—other- | , 
wise, the line would have been bit- 
ten in two. He says that when |; 
the man eater was dropped into the 
boat, everybody inside received a 
wood wetting. 


was 


For Mr. Page’s Funeral 

The Elba public schools were dis- 
missed Monday afternoon on ac-|t 
count of the funeral of Mr, B. W.}¢ 


years, 


The Elba, Parent-Teachers Asso- eT 
ciation held its first meeting of |LIBERTY YOUNG PEOPLE ¥ 
the year in the City School audi-) ORGANIZE EPWORTH LEAGUE 
torium Tuesday afternoon at 3:30 The young people of Liberty 
o'clock, with Mrs. H. Jeter, the |community met at Liberty Method- 
president, presiding, ist Church Saturday night, October 

Aftey a short business session]7, and organized the Epworth | 
the meeting was turned over to | League. The following officers 
the chairman of the Program Com- | Were elected; 
mittee, Mrs. Lamar Rainer, who President—Myrtle Alice Stokes. 
made interesting introductory re- Vice-President—Louis Hudson, 
marks on the subject of the pro- Secretary - Treasurer — Jessie 
gram, “The Child and the Home.” Frank MeCart. 4 

A special feature of the program Bible Reader—Lois Foley, 


was a vocal solo by Mrs. Lillian Song Leader—Clarence BEllen- 
Ringsdorf, burg, : ; 
“The Child’s Attitude in the Standing Committee Chairmen— 


Home Reflected in School” was dis-| Qj B. Knight and James Vaughan. 
cussed by Miss Mabel Brunson. Meetings will be held every Sat- 
“A WPather’s View of Model! urday night at 7:00 o'clock, 
Home Life” was presented by Prof. Jessie Frank McCart-—Secy. 
Jas. C, Dixon. — 
“Harmony, the Secret to Family Mr, and Mrs. Luther Vaughan 
Success,”’ was given by Mrs. John | and children and Myr. and Mrs. 
Brunson. i Dave Vaughan and children visited 
Bach subject was ably treated} Mr, and Mrs. Marion Morrow and 
and made the meeting very inter-|son Marion, Jy., at the Morrow 
esting and inspirational to all mem-| home at Buck’s Mill Sunday after- 
bers present. The program com-|noon, The Vaughans report that 
mittee is trying to plan programs| Marion, who has been an invalid 
of interest for every mother and] ever since he was injured at school 
parent. It is hoped that more par- | when a little boy, remains in about 
ents will avail themselves of the| the same condition that he has been 
opportunity of meeting with teach- in for some time, but is looking 
ers and other parents in the study] forward to his 21st birthday, which 
ot the child, occurs one day this week, 


Elba Peanut Mill Started Its Jett! Carnley attended the Au- 
Operation Monday Morning} j,yrn-Georgia Tech. football game 
ec in Atlanta last Saturday and wit- 

The Elba mill of the South Ala~|pjessed the defeat of his favorite 
bama Peanut Corporation started]{eam, the Plainsmen, by a score 
its season’s operation Monday] of 16 to 6. 
morning, giving employment to a 
large number of employees, Man- Those from Hlba attending the 
ager R. S. Boyd reports that in all young; people’s meeting at the En- 
his experience in the peanut busi-)terprise Baptist Church last Sat- 
ness he has never seen a finer qual-| yyday were: Mrs. Walter Whitman, 
ity of peanuts than those grown|Myrs. Bob Hutchison, Misses Car- 
this year, Practically all that are|yje Vaughn, Alpha Jernigan, Sara 
being brought to Elba grade No. 1,/ Mathis, Hazel Busbee, Blizabeth 
which is very unusual. Weather!}arper, Robbie Borders, Wilma 
conditions have been almost ideal] Veal, Gladys Whitman, Ida Isabel 
for harvesting the peanut and hay| Whitman, Betty Braswell and 
crops and another week of dry] Masters John Jacob Bonneau, Rob- 
Weather will see most of these im-|ert Lassiter Whitman and Freddie 
portant crops harvested. Russ, 

The hay crop is exceptionally Another large crowd was in town 
fine, peanut hay this year being}Saturday. Checks for peanuts, 
almost like alfalfa, Stock should} plowing up cotton, pay for F, E. R. 
fare well this winter in this section. | work and money from other sourc- 
es gave nearly everybody more or 
lesg cash to spend and Elba mer- 
chants enjoyed about the best Sat- 
urday’s trade that they have ex- 

The Y. W, A. met at the Baptist] perienced this year. 

Church Monday night for their 
Mission Study. The following pyo- 
gram was rendered: 

Sara Mathis presided. 

Prayer—Obal Kate Jackson. 

Song—‘“O! Zion Haste.” 

Mission Study — Mrs. 
Franklin. 

Prayer—Mrs. Franklin. 

Dismissed with watchword. 

The next meeting will be held} Rey. and Mrs, L, W. Tubb were 
Monday night at the home of Mrs.|euests of Rev. and Mrs. J. C. 
Franklin, Phares-in New Brockton Sunday. 


Y. W. A. MET AT CHURCH 
MONDAY NIGHT— 


Mr. -C, P. Lee of Montgomery 
visited relatives in Elba Sunday. 


Miss Sara Lee was a visitor in 
Enterprise Friday, 


B. S. 
Mr. and Mrs, O. P. Lee of Ope- 
lika visited in Elba recently. 


No. actually working 


working were certified on a tem 
porary 
vest 


revision 


ized 
home of the applicant and consul- 
tation with references, 


Elba Schools Dismissed ; 
ient, 
the financial status of the family, 


Page, who died Sunday night at] various other factors that enter in- 
to the general family welfare. It 
is the purpose of the Social Ser- 
vice Department to 
fectively ag possible, those families 
_ and individuals who are in great- 
CLARK--MOORE est need of relief, 


vestigations are being made as} 
yapidly as possible, Up until this | 
week the work has been retarded 


by an insufficient number of field 
workers or 


care of all pending investigations 


kinds: (1) direct relief given in 
cases of immediate extreme need, 


greatest charity is to dispense with 


1,203 | 
Total number direct relief or | 


ders piven, 14, Amt. $24.88 | 


No. field workers employed... 5 
No, clerical assistants employed 1 | 


Total number dropped from | 
work during week 8 
The 1,200 men now actually 
basis, pending further in-| 
igation when work was resum 
1] September 15th. This was an 
‘mergency measurd and subject to 
rapidly as possible. Cer 
we now made by author 
after a visit to the 


as 


ificatior 
visitors 


All aid, whether work or direct, 
s based on the needs of the recip- 
This need is determined by 


iny available resources, number of 
jependents, health conditions and 


ef- 


reach, as 


To this end in- 


visitors, The staff is 
now complete and we hope to take 


within a reasonable length of time. 


Relief, in general, is of two 


where it is not possible to offer 
work relief, and (2) work relief, 
given with a view to helping peo- 
ple help themselves, for ‘The 


the need of charity.”’ We realize 
that a great majority of our Cof- 
fee County applicants are merely 
asking for a chance to help them- 
selves, They, with many thous- 
ands of others, are victims of cir- 
cumstances over which they had no 
control. There is a trite old say- 
ing, ‘You can get a good man 
down, but you can’t keep him 
down.’ So in the general plan of 
relief uppermost always is the idea 
of encouraging and utilizing all 
available resources, building up the 
stability and independence of the 
family group, fostering always the 
initiative and morale so much en- 
dangered by continued hard times, 
for “Hope deferred maketh the 
heart sick.” f 

So the visitor’s work with the 
family does not end with determ- 
ining the need and certifying on 
that basis. She has yet a greater 
work to do. Likewise, all avail- 
able agencies of the State have 
offered their services in the gen- 
eral upbuilding of the stricken 
masses. For instance, the Advis- 
ory Council of Home Economies 
has compiled a county list of their 
eraduates with a view to having 
their voluntary services made avail- 
able to local relief organizations 


t 


in arranging diet lists, instructions ; Vex, / : 
in the making of clothes, supervi- | running about 30 miles ¢ 
sion in garden planting, canning and seve 


and various other home projects. 


So we feel that we should have tendons in one 


the cooperation of all loyal Coffee | broken. e ‘ ; 
effort to|Hriday and is hobbling about with 


County citizens in our 
get this relief through to the many 


who need it so much, The funds} 


are limited, very limited in com- 
parison to the number who must 
be served, It is the duty of every 
citizen who can get by without it 
to put aside all selfish motives and 
not take the bread from the mouths 
of the hungry, clothes from the 
naked, and medicine from the sick, 
Remember it is our duty to certify 
on a basis of need and not because 
an applicant is “Somebody’s” rela- 
tive, tenant or friend, We hope 
that none will embarrass them- 
selves and the visitor by asking 
for special consideration along 
these lines. We are at all times 
glad to have worthy cases reported 
to us for investigation. We ask 
your cooperation when approached 
by the visitor seeking information 
in regard to an applicant. We fee! 
sure that you will give your honest 
unbiased opinion in regard to same, 

Federal aid, as President Roose- 
velt says, is supplementary and 
not intended to take the place of 
local, State or even of individual 
responsibility. They should carry 
their normal load, All counties 
are expected to finance relief and 
the administration thereof to the 
extent of their ability. “Local or- 
ganizations should not be pauper- 
ized by an over-dependence on 
their rich 9ld Uncle Sam.” 

It is the earnest desire of the 
Alabama Relief Administration and 
of every member of the staff of 
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B. W. Page, Pioneer Elba 
Citizen, Passes Away At 
Home After Long Illness 


Mr, B, W. Page, one of Elba’s Mr. Page was united in mai 
pioneer and most highly esteemed | age to Miss Belle Kimmey, to which 
| citizens, passed away at his home, | UiOn one fon and cout daught 
across the street from the Method ake horn Mr; Wasa. Page: of 
| : | ‘Tuscaloosa, Mrs. M, L. Hartley of 
ist Chureh, Sunday night, October | New Orleans. Mrs. J. M. Buchanan 
15, at 11:30 o'clock, after an ill-/GO¢ Nanafalia, Mrs, James Bnelish 
ness of several week Mr. Page}and Miss Madpe Pare of this ci 
had been in bad health for quite} fe jeaves to mourn his demise the 
a long time and he had been se-| ye children just mentioned 
riously iil for some time, Although | pwo brothers, Messi Dave and 
his death had been momentarily | Gye n Page, together with a host 
expected, the announcement of his lot other relatives and friends. 
} demise was nevertheless a shock to} Funeral serviees, condueted 
the whole community, for he num-| prof, Jas. C. Dixon and Revs. I 
bered his friends by the hundreds. |W, Tubb and B, S. Franklin, were 

Mr, Page was born in Elba Octo-} held at the home Monday afte 
ber 17, 1876, so had he lived un-|] noon at 3:00 o’clock, and the Im 
til Tuesday, he would have been] number of friends who attended to 
57 years of age, It is said that! pay theiy respect to the mem 
he had looked forward to pending | of the deceased bore testimony to 
his 57th birthday with his loved| the high regard in which Mr. Pa 
ones, He was a son of Kenneth; was held in the community, Thos: 
1A, und Nina June Page, who set-| acting as pallbearers were: Messrs, 
tled in Coffee County many years} Lee Page, Lester Page, Harlan 
Jago. Mr, Pawe has been a resident Page, Dan Page, Clarence Page, 
of Elba all of his life and has al-|Oseary Page and France Far 


ways been one of this communi-| Honorary: W, I. English, M. A. 
ty’s most substantial and highly re- Owen, T, H. Deal, B, A. Young, 
spected citizens, He was consid-| J. O, English, Dr, C. P. Hayes, P 
ered a wood busine man and suc-}G. Mathis, W. O, Vaughn, J. A, 
ceeded in aecumulating consider-|Carnley, W. J. Bullard, W, W. 
uble property, the P% block | Hum, J. C. Mays, J. L. Young, A 
standing as a monument to his|J. Morrow, D, J. Brooks and W. 
thrift and business acumen. He] 'T, Whitman, 

also owns a fine farm of several The remains were interred in 


hundred acres, 
sides his beautiful residence prop- | | 


erty and other personal assets. \¢ 
| 


! 
Elba Theatre Continues 
To Draw Good Patronage | 
As Was evidenced by the capaci 
ty houses which greeted the open- ;{ 
ing of the Lilba Theatre, there is a} i 
good demand for a movie house in | ¢ 
Elba, and the attendance each |} 
night since has been quite satisf \ 
tory. Manager Felix Morrow is 
giving the picture-loving public}; 
high-class entertainment. He be] j 
lieves that the best is none too] ¢ 
vood for his patrons, as the follow-| j 
ing program will prove: 
Thursday and Friday, 
19-20; Peggy Hopkins Joyce, 


October 
W. 


south of Elba, be-| Bye 


rereen Cemetery in the family 
lot, Jonneau-Jeter had 
tharge of arrangements, 


purial 


Elba’s Mayor Joins Absent- 


Minded Professor’s Class 


It may be that the weighty mat 
ers and great responsibilities rest- 
ng upon the shoulders of a mayor 
of a municipality like Biba justify 
1im in permitting his thinking fac- 
ilties to wander far away, as has 


frequently been charged to college 


yrofessors and other educational 
nstructors. Anyhow, the following 
xperience of Mayor J. O. English 
s worth relating, for he told it on 


himself: 


Last Saturday morning, Mayor 


Nnglish started to lead the family 


C, Fields and Rudy Valee in “In-| milch cow to pasture and was calm- 


ternational House.”’ with an all-star | | 
cast. 

Saturday, October 21: 
snappy Western, “Golden West,” 
with plenty of riding and shooting. 
Comedy, “Giddy Age.” A show] 


well worth seeing and hearing, plied, 
Sunday and Monday, October 22] pasture, of course.” 
cow?” asked Mrs, English, Looking 


Diana Wynyard and Clive 
excel] themselves in Noel|l¢ 


and 23: 


Brook 


y strolling down the street, rope 


Comedy, ‘Betty Boop, M.D.” | in hand, when his good wife called 
Another | to 
Noticing something unusual, Mrs. 
English asked him: “What are you 


him and handed him a letter. 


loing, anyhow?” to which he re- 
“Why, taking the cow to 
“Where’s the 


around, our genial mayor discover- 


Coward’s great play, “Cavaleade,’)}ed that ‘‘Bossy” had slipped the 
the picture of the generation, said|rope off her thorns, gone back to 


to be even greater than that mast- 
erpiece, “Birth Of A Nation,’’} 
which took the country by storm a 
few years ago, “Cavalcade” re- 
quires 40 featured players and a 
cast of 8,500 people. ‘Best pic- 
ture in seven years,’ is the way 
competent critics express their 
opinions. 

Added feature, double comedy, 
“As The Crow Flies’ and ‘Pick 
Necking.” A tremendous  at- 
traction, 


Representative Jack D. Lee 
Hit By Truck At Scettskoro 


Representative Jack D. Lee, 
while in discharge of his duties as 
an employee of the State Highway 
Department in Jackson County, 
near Scottsboro, was, one day’ last 
k, struck by a heavy truck, 
in hour, 
rely injured, Mr, Lee was 


knocked down and some of the 
of his legs were 
He returned home last 


the aid of crutches. 


the Coffee County Relief Adminis- 
tration that every available dollar 
of relief money be used for the 
greatest benefit to the greatest 
number of those in greatest need. 
We are pledging our cooperation 
and our co-ordinated effort to 
this end. 

IDA BLANTON LAWRENCE, 
Director of Social Work, 
Coffee County Relief Ad- 
ministration. 


+e 


Make Your Remittances 


Through Us - - - - 


If you do not carry a Bank Account you can 


check at a good saving. 


Ceseoesesseeeoes 


through us. 


Elba Merchants Exchange 


Rsshssssstsstasesstessssssstetissesssstetssemsssststitesestisesstes esti tssaittisstat tsi tets tie) 


make all out of town payments by the use of our 
Pay your seed loans, Fed- 


eral Land Bank payments, or any foreign account 


the lot, and he had been marching 


jown the street dragging an empty 


rope, 


Evangelistic Club Held 


Service At Alms House 


Seven members of the Business 


Men's Evangelistic Club conducted 
an impressive religious service at 
the county alms house Sunday af- 
ternoon, 
ple, inmates of the home, assembl- 
ed on the porch in, the warm sun- 
shine 


Most of the elderly peo- 


and listened with rapt at- 
tention to the gospe}] hymns, pray- 


ers and personal testimony of the 
club 


members. A short service 
was also held at the home of Miss 


Nannie Mary Martin, who is con- 


fined to her bed and enjoys these 
religious services so much. 

The club has changed its week- 
ly meeting night from Tuesday to 
Thursday night. This week's 
meeting will be held at the Meth- 
edist Church at 7 o’clock, Every 
man, young and old, has a special 
invitation to attend. The club is 
growing in numbers and interest. 

Mrs. R. S. Boyd was a visitor in 
Enterprise Sunday, 

Mr. and Mrs. J. M. Garrett, Mrs, 
Lucy Patterson and son left last 
Thursday for Chicago to visit the 
World’s Fair. Miss Margaret Gar- 
rett joined the party in Auburn. 

Mr. and Mrs. McRae Sykes of 
Luverne were week-end guests of 
Mr. and Mrs. C. S. Lee, 


\ 
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